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45f 

surveillance 

SYSTEMS 


:PAR£D  4-4-  78 
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SUIVTI 


112 


COMMAND  AND 
SURVEILLANCE 


SURVEILLANCE 
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I 
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DDC-2  CLASS 
PREPARED  3-21-71 
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SYSTEMS 


26 


CU-M1/UM-1* 

I/USQ-1LA  DDC-2  CLASS 

9 79 ( )/UH  PR£PAK£D  6-20*71 


SU1VEI 


I 

I 


127 


SURVEl 


DDC-2  CLASS 
PREPARED  6-2f-78 


130 


A'.*  II?  ARY 
SYSTEMS 


I 


131 


;-2  CLASS 
PARED  3-21-78 


Al XI LI ARY 
S > Si LKS 


132 


MER  VENT  DUCT  DDC-2  CLASS 

kTER  CONVECTION  PREPARED  4-4-78 


AUXILIARY 

SYSTEMS 


134 


;-2  CLASS 
:PARED  3-21-78 


138 


auxiliary 

SYSTEMS 


si# 

CLIMA 

CONTR 


ACX1LLA*T 

SYSTEMS 


1-2  CLASS 
LPARED  6-  2#-  78 


500  T000 

AUXILIARY 

SYSTLMS 


-2  CLASS 
;PAR£D  3-21-78 


53«  T?3C 

AUXILIARY 

SYSTEMS 


I 

I 


I 

I 


147 


DOC- 2 CLASS 
PREPARED  4-4-71 


Me  Tff? 

AUXILIARY 

SYSID»S 


AUXILIARY 

SYSTEMS 


164 


II ! ARY 

:uis 


aILT^KY 


168 


INCLUDES:  INCITES 

BREATHE!  DEILCTOR.  DDC-2  CLASS 

MOISTURE  MONITOR  PREPARED  <.-4-78 


AUXILIARY 

SYSTEMS 


AUXILIARY 

SYSTEMS 


DDC-2  CLASS 
PREPARED  3-21-78 


AUXILIARY 

SYSTEMS 
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AUXILIARY 

SYSTEMS 
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PLUMBERS  FORCE 

RECIPROCATING,  DDC-2  CLASS 

RAND  DRIVE  PREPARED  4-4-71 
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:PAR£D  2-11-7* 
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PKLPAAED  2-11-7* 
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OUTFIT  AND 
FURNISHINGS 


198 
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OUTFIT  AND 
FURNISHINCS 


OUTFIT  AND 
FURNISH  I NCS 


I 

J 


200 


tee 

OUTFIT  AND 
FURNISHINGS 


:PARED  4-4-7* 


204 


OUTFIT  AND 
FURN ISHINGS 


CLASS 

IPARED  2-11-78 


600 

OUTFIT  AND 
FURNISHINGS 


210 


699 

OUTFIT  AND 
FURNISHINGS 


OUTFIT  AND 
FURNISHINGS 


Q ft- 


213/214 


;-2  CLASS 
‘.PARED  2-11-71 


;-2  CLASS 
1PARED  2-11-78 


216 


;-2  CLASS 
1PARED  2-11-78 


7M 


7§t 


729 

MISSILES  AND 
ROCKETS 


72# 

MISSILES  AMD 


7M 


1SSIM 


:-2  CLASS 
:PARED  2-11-78 


ARMAMENT 


229/230 


SHIP  SUPPORT 
SERVICE 


i-2  CLASS 
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APPENDIX  A 


COMPONENT  DICTIONARY  CODE  LIST 


A-l/A-2 


APPENDIX  A 

COMPONENT  DICTIONARY  CODE  LIST 


KD 

LA  PL 

A A 

C 3 2 

A3 

A [i  — 

AC 

5A- 

003 

AO 

C 2- 

0 06 

AT 

10- 

CC6 

AF 

5 2- 

013 

AG 

6 1- 

265 

AH 

A 1- 

0 AO 

A I 

3 1- 

C 09 

AJ 

61- 

2 73 

AK 

8 5- 

cco 

AL 

A 1- 

122 

AM 

A M — 

AN 

33- 

002 

AO 

AP 

88- 

on 

AO 

3 3- 

Cl  2 

AR 

09- 

0C1 

AS 

5 7- 

CG6 

AS 

AS- 

AT 

AT- 

AU 

36- 

001 

AV 

Al- 

0C6 

A W 

36- 

CO  5 

AX 

Al- 

0A6 

AY 

C 3- 

00/ 

AZ 

83- 

0C1 

AO 

8 8- 

C21 

A 1 

36- 

CC3 

A 2 

2 3- 

009 

A3 

61- 

C 79 

A A 

E 9- 

023 

A 5 

61- 

082 

A6 

°22 

A 7 

B2  3 

AO 

23- 

006 

A9 

B2A 

BA 

3 A- 

BB 

3B- 

8C 

C9- 

005 

BO 

3 7- 

001 

BE 

A I- 

001 

BF 

95- 

037 

BG 

CA- 

CC2 

BH 

3 7- 

Oil 

B I 

5 3- 

0C1 

BJ 

C 3 7 

BK 

93- 

Oil 

BL 

3 7- 

013 

BM 

C 5- 

C23 

BN 

3 7- 

005 

BO 

AB  A NOON  SHIP  ACCESSORIES  AND  LIFE  SCATS 
SUPPORTS.  ANTENNA  (ELEX) 

ACOUSTIC  ")E  V IC  E-  SEE  AlSC  CONTROL  ACCLSTIC  OE  V IC  E-M I NES  WEFP  I NG 

BO  IL  FP-AUXlL  I ARY  . STEAM,  WASTE  HEAT 

ycrVFr— ELECTRICAL  INDICATING.  AC  AND  DC  VcTERS 

ACTUATOR-HYDRAULIC  SEE  ALSO  CYL-ACT  LINEAR 

ACTUATOR  — PNEUMATIC  £ F LF C T ft 0- PNS U v A T I C 

CUTTING  MACHINE-OXYGEN  ACETYLENE 

CATHODIC  PROTECTION  EQUIPMENT 

ACTUATOR  — ELECTRO  MECHANICAL 

ADAPTER-MISSILE  HANDLING.  CARGO  HANCLING 

AGITATOR-PAINT,  SHAKER  TYPE 

amplifiers  (Flex/ord) 


AIR  CONDITIONER 
NOT  ASSIGNED 

VALVE— TrM?EP AT  UR  r REGULATING.  STEAM  CCNTROL 
AIR  CCNCI T| CNER-W! NCCW  UNIT  TYPE 
CHARGER-pATTERY. AC 

ANTENNA  ASSEMBLY- BICONICAL  CR  STUB  (FM&E/ELEX) 

ANTENNAF-S I vPLE  £ COMPLEX  (HMEE/ELEX) 

ANTENNAE— SI MPLE  (FLEX) 

ALAPmS  £ SIGNALING  OSVI CES-HCRNS . SIRENS  AND  WHISTLES.  AIR  CR 
CHARGrR-MAGN'FT.  portable 

ALARMS  l SIGNALING  0 EV I C ES- WH ' ST L F , STEAM  CP  AIR 
CENTERING  MACHINE-SINGLE  SPINDLE 
CPOLFR-A  IR 

SCAL-ST  = SNTUBE . SUBMARINE  APPLICATION 
VALVE-BCILER  BLOW 

ALARmc  £ SIGNALING  DEV  I CES-6FL L . BU 1 Z E R . SIREN  ELECTRICAL 
ALARMS  C SIGNALING  DEVICES-LIGHT . INCICATCR.  ELECTRICAL 
AMPL  I F I ER-MaGN’ET  IC 

VALVF-SAEFTY  relief.  INCLUDING  VACUUM  BREAKERS 
AMPLIFIER-HYDRAULIC 

STEERING  AND  CIVING  TOCLS  AND  REPAIR  PARTS 
TOOLS  AND  EQUIPMENT  P2N2  PLANT 
ANNUNC I A TOR -MFC  HAN  IC A L DROP -AC 
PFR I SCOPES  - HOUSING  FITTINGS 
BATTERY-PRIMARY  TYPE  (ELEX) 

BATTFRY-SECONDAR Y TYPE  (ELEX) 

battery-stcrage 

BEARING  ASSEMBLY-STERN  TUBE  £ STRUT 
BALANCING  TNSTRUMENT-PCPTABLE 
BALL.  NUT,  C SCREW  ASSEMBLY 
CONDENSER  CHILLER-REFRIGERATION 

BEARING  ASSEMBLY-THRUST.  PIVOTED  SEGMENTAL,  SINGLE  OR  OOUBLE 
CAPSTAN-SEE  ALSC  MOORING  ACCESSORIES 
MEDICAL  EQUIPMENT-PORTABLE 

BRAKF-PRCPULSICN  SHAFT(REGARDLESS  CF  PRIME  MCVER) 

BEARING  ASSEMBLY-THRUST  ANO  JOURNAL  WITH  RESONANCE  CHGR 
COOLING  UNIT-AIR  TURBINE  DRIVEN 
8FARING  ASSEMBLY-LINE  SHAFT 
NOT  ASSIGNED 


STFaM 


A -3 


CDC 

LA  PL 

6P 

25 

0A2 

jJQ 

Al- 

097 

BR 

5 3- 

0C3 

BS 

C 5- 

030 

8T 

05- 

031 

au 

C 2- 

OCl 

BV 

C2- 

005 

BW 

6 A- 

017 

BX 

ea- 

C27 

BY 

C 92 

BZ 

BZ- 

90 

B 1 

A 3- 

02A 

R2 

55- 

Cl  7 

B3 

89- 

OCl 

BA 

03- 

0 C 3 

B5 

3 0- 

001 

B6 

30- 

002 

R 7 

30- 

CCA 

B8 

30- 

005 

R9 

30- 

007 

CA 

CA- 

CB 

CB- 

CC 

32- 

C 1 9 

CD 

28- 

005 

CF 

AL- 

005 

CF 

85- 

038 

CG 

CG- 

CH 

C 1 5 

Cl 

A 3- 

027 

CJ 

5 A- 

006 

CK 

CK- 

CL 

59- 

002 

CM 

CM- 

CN 

CN- 

CO 

C- 

BENCH  MARK-CPTICAL 

REND  I NG  “ACHINF-PCWER  CPERATED 

BLFNCER-AVIATICN  FURL 

TURROSUPERCHARGER-CENTR IFUGAL  BOILER 

TURBINE-GAS 

BOILER-VAIN  PRCPLLSION,  HP  STEAM 
BOILER-AUXILIARY.  HOT  WATER 
FIRE  EXTINGUISHER-PORTABLE 
VALVE-COMPRESSCR  SHUT  OFF 
TOOLS  AND  ACCESSORIES 
ALARM  UNITS  (ELCX) 

MINOR  LANDING  CRAFT  AND  SMALL  BOATS  t INCL  ALL  COMMODITY  CLASS  7 21 
BREAD  SLICING  MACHINE 
BREATHING  APPARATUS 

BUOY-MESSENGER  SEE  ALSO  UNDERWAY  REPLEN  ACC 
COOLER-AIR 

BURNER-OIL.  PRESSURE  ATOMIZING,  BCILER  SERVICE 
BURNER-CIL.  PRESSURE  ATOMIZING.  GUN  TYPE 
BURNFR-CIL.  VAPORIZING  PCT 
BURNER-CIL.  ROTARY  HORIZONTAL 
BURNER-CATALYTIC 

COMMUTATOR  ASSEMBLY-SONAR  (ELEXI 
CAPACITOR  BANK  ( ELEX) 

CABINET.  ICE  CREAM  SEE  ALSC  REFRIGERATOR 
CA8INFT.  RESOLVER  CONTR CL- AUTOMAT  I C FLOTING 
CABINET,  BLAST  CLEANING 
CABLE  MACHINERY-DECK 
CABLE  ASSEMBLY-RE  (ELEX) 

GASOLINE  AND  JP  - FUEL  SYSTEMS  TOOLS  AND  FITTINGS 
CABINET.  0CUGH  PROOFING 
CAMEflA— COPYING.  LITHOGRAPHIC 
CRYSTAL  KITS  (ELEX) 

CARBON  DIOXIDE 
COMPARATOR  (ELEX) 

COMPENSATOR  (ELEX) 

CONTROLS  (ELPX/ORD) 


CP  CP-  COMPUTER  (ELEX/CPD) 


CO  35-OA2 
CR  CR- 
CS  05-032 
CT  A l- 1 A 7 
CU  CU- 

cv  cv- 
cv 

CW  Cw- 

cx  cx- 

CY  CY- 
CZ  32-003 
CO  88-029 
Cl  76- CCA 
C2  31-032 
C3  IA-001 
CA  IA-002 
C5  1A-003 


CARR  I AGR/CAR /CAR  T/TRACTCR/TRAI  LOR 
CRYSTALS  (ELEX) 

BASE /ENCLOSURE-GAS  TURBINE 
CARTON  MACHINE 
COUPLER  (ELEX) 

CONVERTER  (ELCX/CRD) 

CONVERTER  (FLFX/CRD) 

RADOMES  (ELEX) 

CABLE  ASSEMBLIES.  NON  RF  (ELEX) 

CASES  AND  CABINETS  (ELEX) 

CHILLER-WATER 

VALVE-REGULATING.  WATER  FLOW.  FOR  REFRIGERATION  SYSTEMS 
CHLOPINATOR 

CHCC  K-RCLLER . OECK  AND  STFRN 
CIRCUIT  RREAKER-NAVY  TYPE  AOB  AND  A08LF 

CIRCUIT  BREAKER-NAVY  TYPE  NOB  AND  NLB 

CIRCUIT  BREAKER-NAVY  TYPE  ACB 


A -4 


CDC 

LA  PL 

CG 

14- 

004 

Cl 

1 4- 

006 

C8 

4 1- 

143 

C9 

49- 

0C6 

DA 

OA- 

03 

3 3- 

007 

DC 

40- 

006 

DD 

56- 

0C1 

OE 

2 8- 

0C3 

DF 

85- 

024 

DG 

4 6- 

012 

DH 

41- 

Oil 

DI 

0- 

OJ 

44- 

002 

OK 

44- 

CC9 

DL 

3 2- 

005 

OM 

44- 

001 

ON 

44- 

■004 

DO 

DP 

C 8- 

007 

DO 

99- 

027 

DR 

C6- 

2C5 

DS 

3 3- 

005 

OT 

DT- 

DU 

54- 

021 

OV 

43- 

001 

DW 

41- 

049 

DX 

32- 

014 

DY 

DY- 

DZ 

3 2- 

032 

DO 

C9- 

002 

01 

41- 

146 

02 

32- 

031 

03 

C6- 

CC2 

0* 

03- 

OCl 

05 

52- 

015 

06 

32- 

027 

D7 

09- 

0C5 

08 

85- 

Oil 

09 

31- 

034 

EA 

74- 

001 

FB 

4 9- 

001 

EC 

73- 

010 

ED 

07- 

on 

EF 

88- 

031 

EF 

7 3- 

012 

EG 

73- 

001 

EH 

E- 

El 

EJ 

11- 

003 

EK 

B49 

EL 

59- 

OCl 

EM 

15- 

013 

EN 

16- 

010 

EO 

EP 

59- 

002 

CIRCUIT  OREAKFR-NAVY  TYPE  ALB 

CIRCUIT  QREAKER-CTHER  THAN  AQ3.  NOE.  AC  8 . ALB  TYPES 

ClFANING  MACHIAF-ALL  TYPES  EXCEPT  eLASr  CLNG  CAB 

CLOSFR-OnOR  HYDRAULIC 

DUMMY  LCAD  ( El FX  I 

OAMPFo  — ACTUATOR  AND  POSITIONER 

DAMPER-VENT.  COMBUSTION  CONTROL 

DAVITS.  ALL  TYPES 

DEAD  RECKONING  RCUIPMENT 

OEFLECTOR.  JET  PLAST 

Dc  GA  US  S I NO  MAGNETIC  MEASUREMENT  SYSTEM 

degreaser 

01 SP  FNS  F R— C H A FF  (ELEX) 

OFHUMIDIFIER-DES  ICCANT  ELECTRIC 
OEHUMIDIF'ER-SPACE.  mfC.h  REFRIG  SELF  CONTAINED 
OEHYORATCR -REFRIGERATION 

DEHYDRATOR  FILTER,  DESICCANT,  HGH  PRES  AIR,  SELF  REAC 

OF HY ORATOR  — NON  REACTIVATING 
NOT  ASSIGNED 

DEMI  NR RAL I ZER-UATER.  ION  EXCHANGE 
DESUPFRFEATERS-ALL  TYPES 
COMPRf  S SCR  UMT-AIR 

CAM?ER-“ECHANICAL  EXHAUST  VENTILATION  SYS 
DETECTING  HEADS  (ELEX) 

DEVELOPING  MACHINE-FLACK  ANO  WHITE  PRCCESS 
DISH  WASHING  MACHINE 
DISINTEGRATING  MACH-MFTAL.  ELEC  ARC 
DISPENSER-DRINKING  WTR  SEE  ALSO  DRNKG  FTN(67-006> 
OYNAMOTCRS  (FLEX) 

DISPENSER-MECHANICALLY  REFRIGERATED,  MILK 

CHARGcP-°ATTEPY.  D.C. 

DI SPENSER-TAPE  . ELECTRIC 

DISPLAY  CASF-MECH  REF. SELF  CONTND/NCN-R  EFR 
COMPRESSCR-REC IPPOCATING 
OISTILLATION  UNIT 
DFSURGER-HYDP AUL IC 

DI  SP EN SER-MFCH.  REF.OTHR  THN  MLK  SEE  CAB.  ICE  CR/FREEZR 
DISTILLATION  UNIT—  VAPCR  COMPRESSION 
COLLY-POATSTCRAGE  SEE  ALSO  TR K/DOL LY /CR AQL E ASS 
DOOR-ROLLER  CURTAIN.  SHIPBRD.  HAND  CR  PWR  CPER 
EDUCTOP-LI CUID 
CARBURETOR 

EJ  EC  TCR -GAR BAGE  ANO  TRASH  OISPOSAL 

HEATER-FLUID 

VALVF-BUP3LER 

EJECTCR-SIGNAL 

EJECTCR  ASSEMBLY-AIR 

HOISTS  (ELEX) 

NOT  ASSIGNEO 
CONVERTER 

NITROGEN  CHARGING  ASSEMBLY 
ELEVATOR -ELECTRO  MECHANICAL 
CONTRCLLER-AC 
GENERATCR-GAS 
NOT  ASSIGNED 

ELEVATOP-AIRCPAFT  LIFTING 


A -5 


w 


DC 

LA  PL 

£Q 

* 1 -oso 

ER 

S8-012 

es 

06-001 

ET 

22-022 

EU 

OB- 03  7 

FV 

66-CC5 

EW 

16-014 

FX 

66-CC6 

EY 

66-017 

EZ 

1 B-CC7 

EO 

83-042 

El 

66-010 

E2 

66-020 

E 3 

83—044 

F4 

89-045 

ES 

41-051 

F6 

5 0- 0 C 5 

E 7 

CO-C1 1 

E 8 

93-0C1 

E9 

98-046 

FA 

40- 0 C 1 

FB 

13-CC9 

FC 

40-002 

FD 

20-002 

FE 

40-CC3 

FF 

40- 0 CO 

FG 

90-020 

FH 

41-076 

FI 

C56 

FJ 

C9-010 

FK 

49-002 

fl 

F- 

FM 

20-006 

FN 

FN- 

FO 

FP 

99-049 

FO 

43-034 

FR 

FR- 

FS 

C55 

FT 

31-023 

FU 

24-CC2 

FV 

49-CC6 

FW 

76-0C3 

FX 

31-012 

FY 

54-015 

FZ 

43-012 

FO 

16-011 

Fl 

43-059 

F2 

41-016 

F3 

41-053 

F4 

41-017 

F 5 

54-0C4 

F6 

43-006 

F7 

85-046 

F8 

41-019 

F9 

41-020 

EMBOSSING  MACHINE-METAL  £ CRDBRO  ALSO  OFF  MACH  ACC 
BENCH-L  l QUID  OXYGEN  CONVERTER  FILL 

ENGINF-OIESEL . SHIP  PROPULSION  AND  SHIP'S  SERVICE.  2 £ 4 CYCLE 
SW  I TCHBCARD-M I NE  SWEEPING 

VAL VF-R FFR I GFRAT ICN  SHUT  OFF.  SMALLER  THAN  3/4  IN 

ENGINF-CIESFL.  2 £ 4 CYC.  TYPE  B 

BOCSTFR-GAS 

ENGI NF-DIESFL.NCN- MAGNETIC  MINESWP  PROP  £ AUX  4 CYC 
ENGINF-GASOLINE  AIR  CR  FLUID  COOLEC 
MOTOR  GENERATOR 

VALVE-FLCAT,  LIQUID  LEVFL  CONTROL.  REFRIGERATION  SYSTEMS 
ENGINE-GASOLINE.  BOAT  PROP.  OUTBOARD  MOTOR 
ENGINE-STEAM, RECIPROCATING. MN  PROP  £ AUX  SERVICE 
VALVE-STEAM  seal  MANIFOLD 
VALVf-GUARQING 

ENGRAVING  MACHINE  PANTCGRAPH 

ESCALATOR 

EXCHANGER.  ICN 

EXPANSION  JOINTS-PIPF. PACKLESS 

valve-trip  THROTTLE 

FAN-VANEAXI AL  AND/OR  TU8EAXIAL 

MOTOR  GENERATOR 

FAN-CENTRIFUGAL 

RHFOST  AT 

FAN-C IRCOL AT  ING 

FAN-CFNTRIFUGAL.  CARBON  DIOXIOE  REMOVAL  SYS 

FFEDPAI  L— 3R IDGE  CRANE 

FILING  MACHINE-SAW, BLAOE 

BOILER  FEEDWATER  TEST  AND  TREATMENT 

FILLFR-PORTABLE  BATTERY  WATER 

EILTER-CLUIC. PRESSURE 

FILTER  UNITS  (FLEX) 

RHEOSTAT 
FURNITURE  (FLEX) 

NOT  ASSIGNED 

VALVE-CROSSOVER  AND  MANIFOLD 

FILTFR-CCOKING  GREASE 

FR  EGUcNC Y MEASURING  DEVICES  IELEX) 

FUFL  OIL  STCWAGF  AND  EQUIPMENT 

FITTINGS-HULL  SEE  ALSO  TOW  I NG-ACC . MOOR  I NG  ACC 

FI  X T UR E- LIGHT ING 

FILTSP-AIR.  WET  CR  DRY  ELEMENTS 

FILTER-WATER  PURIFICATION 

FLAMf  ARRESTER-VENTILATION 

FOLDING  MACHINE-PAPER 

GPINOERS  AND  CUTTERS-FOCO  ELFCTR I CAL 

FURNANCE  ASS  CXY  C ANDL  F ROUND  AND  SQUARE 

FOOD  WARMER-PAD  I AN T .0 VERHE A 0. ELECT R I C 

FORGE-OIL  BURNING  ELEC  OR  OTHER  ALSC  FURNACE 

FORGING  MACHINE-HAMMER  VERTICAL 

FORMING  MACHINF-SHEET  METAL 

FRAME  PRINTING 

FRYFPS-DEEP  fat,  electric 
FUFL  DISPERSING  SYS 
FURNANCE-  ELECTRIC 
FURNANCE-OIL  BURNING 
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GA 

A 5- 

003 

ca 

A 5- 

OCA 

r,c 

A 5- 

0C7 

gd 

A5- 

009 

GF 

A 3- 

002 

gf 

A 3- 

CC9 

GO, 

31- 

GC5 

GH 

G- 

G I 

B6  7 

V.>  J 

A3- 

0A7 

Gk 

6 9- 

028 

gl 

6 9- 

029 

GM 

6 9- 

006 

GN 

69- 

016 

GO 

GO- 

GP 

GP- 

GO 

B 5 i 

GR 

23- 

003 

r,s 

A 3- 

OAA 

GT 

1 6— 

006 

GU 

2 A- 

OCA 

GV 

2 A- 

CC6 

GW 

16- 

CC3 

GX 

16- 

009 

GY 

16- 

001 

GZ 

70- 

OCl 

GO 

Gl 

70- 

0C5 

G2 

88- 

072 

0,3 

70- 

013 

GA 

70- 

0 1 A 

G5 

23- 

OCA 

G6 

Al- 

057 

0,7 

Al- 

060 

G8 

Al- 

063 

0,9 

A 1- 

065 

HA 

85- 

031 

HB 

8 5- 

0A5 

HC 

HO- 

HO 

HD- 

HE 

C 7— 

002 

HF 

C 7- 

0 C 3 

HG 

26- 

015 

HH 

07- 

OOA 

HI 

07- 

001 

HJ 

07- 

005 

HK 

C 7— 

006 

HL 

0 7- 

CC  7 

HM 

26- 

016 

HN 

07- 

013 

HO 

HP 

07- 

016 

HO 

07- 

022 

HP. 

07- 

023 

HS 

H- 

HT 

0 7- 

017 

GNO.F-LlC  ONTY  MECHANICAL  SEE  ALSO  INDICATOR  ANO  METER 

GA  GE-L I CU I D CUANTITY  HYDRAU  L I C/ PNEUM  ATI  C 

GAGE-PRESSURE 

GAGE-DEPTH  SUBMARINE 

GALLEY  FCUI PMFNT-ELECTR ICAL 

GARBAGE  DISPOSAL  MACHINE 

GATE-STERN  SFF  ALSO  DOCR  OR  HATCH 

GENERATOR- POUFR  ( EL  F X ) 

OPERATING  GFAR  MISCELLANEOUS  REPAIR  PARTS 
DOUGHNUT  MACHINE-CUTTING  AND  FRYING 
GEAR-TURNING /JACK  OEVICE 
GEAR-TILTING 

GFAR  ASSEMBLY-SPEED  DECRE A SER . M A I N PRCP  SERVICE 
GEAR  ASSEMBLY- SPEED  DECRcASER.  AUX  SERVICE 
GCNIC'-'ETEOS  (ELEX) 

GROUND  PCCS  (ELEX) 

BOILER  FEEDWATER  SYSTEM  CONTROL  FITTINGS 

semaphore-mechanical  SIGNAL 
galley  uni  ts-ccm, pact 

GENEPATCR-OC  CR  AC 
FIXTURE-LIGHTING  fluorescent 
FIXTURE-LIGHTING  mercury  vapor 
GENERATOR -SMOKE.  MECHANICAL 
G"NcRATOR-OXYGEN /NITROGEN 
GENERATOR-BATTERY  CHARGING 
GOVERNOR-MECHANICAL 
FUEL  CEILING  UNIT  MIG  - 10 
GOVERNOR-HYDPAUL  IC 
GOVE  RNO°- RUMP 

GOVERNOR-ELECTRO  HYORAULIC 
GOVFRNCR-ELECTRI C 
sfarehl IGHT-SIGNAL 
GR  DOING  MACHINE-CYCLI  NDRICAL 
GRINDING  MACHINE-GLASS 
GRINDING  MACHINE-VALVE 

GRINDING  MACHINE-SURFACE,  RECIPROCATING 
HANDLING  GEAR-GUIDANCE  CAPSULE 

hangar-aircraft 

HOLDER.  CRYSTAL  IELEX) 

ENV I R ON VENT  A L APPARATUS  (ELEXI 

HEATER-FLUID.  FUEL  OIL  ANO  LUBE  OIL.  STEAM  HEATED 
HFATEP— WATfr  AND  AIR 

PROJECTOR-MOT ICN  PICTURE,  SOUND.  SUPER  3 MM 
HEATER-WATER.  STM/HT  WTR  HTD.INST.  STM  wTR  CVTR 
HFATER-FLUIO  . SEA  WATER.  STEAM  HEATED 
HEATER-ELD.  DEAERATING,  BOILER  FOwTR.  TYPES  I £ II 
HEATER- IMMERSION.  ELECTRIC 

HFATER-SPACE  ELEC.  TYP  0 RADIANT.  TYPE  T TUR.RAD  P ANL 
PROJECTCR-MOTICN  PICTURE.  SOUND.  SUPER  16MM 
HEATER-WTR,  ELECTRIC  STORAGE  TYPE 
NOT  ASSIGNEO 

HEATER-COOLANT  ENGINE.  OIL  FIRED  OR  ELECTRIC 
HEATER- VENTILATION  . VENT  DUCT.  ELEC.  TYP  51-61 
HEATER-SPACE  ELECTRIC.  BLOWER.  TYPE  6 
HEAD.  HAND.  ANC  CHEST  SETS  (ELEX) 

HEATER-AIR  CIRCULATING  UNIT.  STEAM  CR  HT  WTR  HTD 


! 

I 
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HU  G7-0A5  HP  A T r MG  ELF  MPNTS-E  IP  ME  NT  S-EL  ECTR  I C Al 

HV  C 7-  0 36  HEATING  UNIT-fL^C.  CCNTRLD  TEMP  FOR  STRSS  RELF  PRHTG 
HW  5 8- 0 C l HOTST-UlRFRCPP  ELECTRIC 
HX  5b- 0 C2  HOIST-MANUAL 

HY  50-0C3  HOTST-ELECTRO  HYDRAULIC  C ELECTRO-MECHANICAL 

HZ  58-OCA  HOIST-CHAIN  FLPCTRIC 

HO  61-116  HY  OR  0 S T A T . CCNTRCL 

HI  58-OC5  HOIST-PNEUMATIC 

H2  58-0C6  HO  I ST-HYOR AUL IC 

H3  85-C25  HO  I ST-U INOSCREEN 

HA  87-CC9  HOIST-ROCMETERf  L/W  LCG 

H5  52-03';,  HC 1ST  A S SEM RL Y-C YL  6 RAM  TYP  FOR  CCMMUN  MAST 
H6  A 1-060  HONING  “AC HI NE-HCRI ZONTAL  OR  VERTICAL 

h 7 33-010  hum i n t f ifr 

H3  52-016  HYDRAULIC  MECHANISM  SPF  ALSO  MISSLE  HND G SYS-nYD 

H9  31-033  HYDROFOIL  ASSEMBLY 

IA  6 A- 0 1 8 FIRC  EXTINGUISHING  SYSTEM 

10  66-GC2  PNG IMP— DIESEL*  TWO  CYCLF 
IC  665  IC  COMMUNICATION  EQUIPMENT 

ID  10-  INO I C A TCR-NCN  CATHODE  RAY  TUBE  (ELEX/CROI 

TE  66-018  PNG  I Nc-GASOL  INE 
IF  66-021  ENGINF-CIESPL.  NONMAGNETIC 
TG  66-022  ENGINE-DIESEL.  MCOEL  6A5 
[H  69-026  5pAS  ASSFMRLY-S°£ED  INCREASER 

11  71-001  OISTOifluTGR-IGMTICN  SYSTEM 
IJ  73-011  EJFCTCR -SEWAGE 

IK  78-018  COUPLING  ASSEMBLY 
IL  IL-  INSULATORS  IELEXJ 

TM  IM-  INTENSITY  MEASURING  DEVICES  (ELEX) 

IN  79-003  MUFFLER-DRY 
10  NOT  ASSIGNED 

IP  IP-  INDI CATORS-CATHOCE  RAY  TUBE  (ELEX) 

10  83-01  5 CPNTPPl.  eOAPC-CONTROLLABLE  PITCH  PRCPFLLER.  EMER.  PITCH  CONTROL 
IP  9 l- 00 A LAUNDRY  POE S S-CD MMER C I AL 

IS  859  AIR  CONDITIONING  REFRIGERATION  TOOLS  AND  ACCESSORIES 

IT  92-020  TANK-LU3E  OIL  STORAGE  AND  CONDITIONING  ASSEMBLY 

IU  9A-0CA  ACOUSTIC  DEVICE 

IV  5 A- 00 5 ACOUSTIC  DEVICE 

IW  NOT  ASSIGNED 

IX  97-012  SUB  ASSPM3LI ES-PERISCCPE 

IY  97-013  CAMERA  ACCESSCRIES-PEPI SCOPE 

IZ  99-029  RECF  I VER-FUEL  INC  PROBE 

10  NOT  ASSIGNED 

11  NOT  ASSIGNED 

12  B6A  NAVIGATIONAL  SIGNAL  LIGHTS 

13  NOT  ASSIGNED 

IA  NOT  ASSIGNED 

15  NOT  ASSJGNEO 

16  NOT  ASSIGNED 

17  NOT  ASSIGNED 

18  NOT  ASSIGNEO 

19  NOT  ASSIGNEO 

JA  A3-028  ICE  CREAM  CUP  FILLING  MACHINE-  HAND  CPER AT  P C 
JB  32-017  ICF  CREAM  FREEZER-PWR  OPER  WITH  INTGRL  mCh  REF  EO 
JC  32-022  ICE  MAKING  MACHINE-MECH  REFRIG  SELF  CCNTAINEO 
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JP 

J - 

j£ 

32- 

OOA 

J E 

A 1- 

0 32 

JG 

3 0- 

3 06 

JH 

2 7- 

0 03 

JI 

JJ 

33- 

0C2 

JK 

28- 

028 

JL 

38- 

CC7 

JM, 

33- 

0 l A 

JN 

33- 

015 

JO 

JP 

33- 

016 

JO 

33- 

020 

JR 

A5- 

0C1 

JS 

A5- 

002 

JT 

A 5- 

0 05 

JU 

61- 

025 

JV 

A l- 

1 1 1 

JW 

29- 

001 

JX 

29- 

0C2 

JY 

A 3- 

060 

JZ 

837 

JO 

3 1- 

Oil 

Jl 

2 7- 

0C9 

J2 

97- 

002 

J 3 

9 7- 

013 

JA 

G89 

J5 

85- 

035 

J6 

Al- 

03A 

J7 

2 7- 

010 

JB 

A 3- 

008 

J9 

A 1- 

0 70 

KA 

AO- 

CCA 

KB 

86- 

0C3 

KC 

Al- 

01 A 

kd 

A 3- 

050 

KE 

5 A- 

CIA 

KF 

6 7- 

0C6 

KG 

52- 

OCi 

KH 

52- 

OCA 

K I 

16- 

005 

XJ 

52- 

0C7 

KK 

88- 

063 

KL 

85- 

OCA 

KM 

91- 

008 

KN 

91- 

CC7 

KO 

KP 

5A- 

018 

KO 

91- 

002 

KR 

59- 

0C3 

KS 

5A- 

002 

KT 

Al- 

015 

KU 

A 1- 

131 

KV 

9 2- 

005 

KW 

92- 

001 

INTERFACE  UMTS  (ELEX) 

ICF  MAKING  PI.  ANT 
IMPREGNATING  t'CUIPMENT 
INCINERATOR  SI'E  ALSO  BURNER 
salinity  indicating  EOUIPMENT 
NOT  ASSIGNEO 

INO I C ATI'S-  TEMPERATURE.  ELECTRICAL 

NAVIGATION  EQUIPMENT 

INDICATOR-BOILER  SMOKE 

INDICATOR-SALINITY  0 SALINITY  CELL 

IMOICATCR-PRFS  OIFFFRTL.  LIC/STM  LVL.  CIR  OR  REM 

NOT  ASSIGNED 

I NO  I CATCR-MECFAN I CAL  TACHOMETER 
INDICATPR-LIQ  LVL*  FLOW,  WATER  ANO  FUEL 
INOICATCR-SIGHT  LIQUID.  FLAT 
INDICATOR-SIGHT  LIQUID.  TUBULAR 

INDICATOR-METER,  differential  pressure 

INDICATOR-PORTABLE  ship  control 

VULCANIZER  - RLBEEP  COVERED  CABLE 

INJECTOR-  FUEL  DIESEL  ENGINE  NOZZLE  NCN-MET  TYP 

IN  JEC  TOR-EUc  L « DIESEL  ENGINE.  UNIT  METERING  ANO  PRES 

INJ-CTOR-R INSE  AGENT  FOR  DISHWASHING  MACHINE 

MEASURING  AND  INDICATING  INSTRUMENTS 

TENSION  UNIT-HYDRAULIC  RAM 

INTERCOMMUNICATION  STATION 

MA ST- ANTENNA 

MA  ST-SNOP.KEL 

NUCLEAR  PO„ER  PLANT  - CCCLANT  DISCHARGE  SYSTEM  VALVE 

JACK  ASSEMBLY-HAND.  SCREW,  HYDRAU L IC / PN EUM AT  I C OPR 

JO  I NTFR- WOODWORK ING 

TELEPHONc  ECUIPMENT-DIAL 

KPTTLE-STcam  JACKETED 

KEY  DUPLICATING  MACHINE 

DRIER-HAND,  ELECTRIC 

DRIER-PHCTOGRAPHIC 

DRILLING  «ACH! NE-ELOCR  OR  BENCH 

TARLE-ECCO  WARMER  .ELECTRIC/STEAM  HEATEO 

CRILLING  MACHINE-PAPER 

DRINKING  FDUNTAIN 

DRIVE  ASS^MBLY-ELECTPO  HYDRAULIC  AMVUN  HOIST 

DRIVE  ASSEMBLY-ELECTRO  HYO  HST . VERT  TU 6 . . 12 . 75RKT 

TACHOMETER  SEE  ALSO  INDICATOR-MECHANIC  TACHOMETER 

DRIVE  ASSRVrly-ELECTROHYDR AULIC  HOIST. 3000R  MIS  TRAV 

VALVE-PRESSURE  REGULATING 

DPIVE  ASSEMBLY-SLIDING  BLOCK 

DRY  CLEANING  PRESS 

DRY  CLEANING  UNIT  ASS- AUTO . SYNTHE T SOLVENT  TYPE 
NOT  ASSIGNED 

CRYING  MACHINE  BLUEPRINT 
DRYING  TUMBLER-LAUNDRY 
DUMBWAITER 

DUPLICATING  MACHINE-OFFSET  SEE  ALSO  CFF  MACH  ACC 

DYNAMOMETER 

TANK-HOT  DIP 

tank-diesel  engine. air  starting 

TANK-STCRAGE 
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KX 

8 8- 

1CA 

KY 

K Y- 

KZ 

08- 

117 

KO 

98- 

125 

K l 

99- 

129 

K? 

68- 

1 3D 

K3 

01- 

CIO 

KA 

98- 

13A 

K5 

8 8- 

l 35 

K6 

88- 

1 38 

K 7 

01- 

0P5 

KB 

8 6- 

1A2 

X9 

99- 

158 

LA 

2 A— 

009 

LB 

A 1- 

036 

LC 

LC- 

LD 

91- 

012 

LF 

23- 

002 

LE 

2 A- 

008 

LG 

5 A- 

0?A 

LH 

16- 

015 

L I 

LJ 

5 A- 

CC7 

LK 

89- 

020 

LL 

28- 

018 

LM 

26- 

013 

LN 

65- 

001 

LO 

LP 

65- 

002 

10 

016 

LR 

8 A 5 

IS 

LS- 

LT 

A 1- 

037 

LU 

88- 

159 

LV 

Al- 

l A 1 

IW 

C 2 0 

LX 

22- 

COB 

IY 

A 3- 

005 

LZ 

9 9- 

162 

LO 

88- 

169 

LI 

L2 

L 3 

LA 

L 5 

L6 

L 7 

8 8- 

170 

L8 

88- 

177 

19 

88- 

186 

MA 

MA- 

MB 

68- 

001 

MC 

32- 

CC6 

MO 

MD- 

ME 

ME- 

MF 

MF- 

MG 

A5- 

003 

VAIVE-STPP  CHECK 

KE  r I NT.  DEVICES  ( ELEX) 

VALVE  SLRPLATF 
VALVE-PRESSURE  CCNTROL 

valve-pressure  regulating 

VALVE-HYDRAULIC  CCNTRCl 

PUMP,  ROTARY  PISTON,  fixed  or  variable  celivery 

VALVE-SHUTTLE 

VALVE-HYDRAULIC 

VALVE-CHECK,  INLINE.  UNDER  $25.00 
PUMP,  PORTABLE  SUBMERSIBLE 
VAlVE-CHCCK.  INLINE.  $25.00  ANO  ABCVE 
VALVE-TEST  CAST  ING 
LANTERN-FLECTR IC . BATTERY  TYPE 
LATHE-METAL  working 
TOOLS-LINE  CCNSTRUCTICN  (ELEX) 

LAUNDRY  EQUIPMENT 

LIGHT-INDICATOR 

Lir.MT-NAVIGAT  ITNAL  MARINE 

LIGHT-ARC  PHOTOLITHOGRAPHIC 

LIQUID IFIED  GAS  STORAGE  AND  CHARGING  SYS 

NOT  ASSIGNED 

LITHOGRAPHIC,  negative  and  plate  MAKING 

LOCK- EL  EC TRC MECHANICAL 

LOCKFR-e  INOCLL AR  DRYING 

LOUDSPr AKPR-NCT  ION  PICTURE  PROJECTOR 

LUBRICATOR- MECHANICALLY  OR  HANO  OPcRATEC 

NOT  ASSIGNED 

LU8R ICATCR-AIP  OPERATED 

LADDERS  AND  ACCESS  CLOSURE  EQUIPMENT 

LUBE  OIL  PIPING  SYSTEM  REPAIR  PARTS 

LOUDSPEAKERS  (ELEX) 

LATH F-VIOCDWORK  ING 
VALVE-DISTRIBUTOR  LUBRICATION 

UVDEPOUTTFR  - ARMATURE.  MICA.  ELECTRICAL  OPERATED 

UNDERWAY  REPLENISHMENT  TOOLS  AND  ACCESSORIES 

UNION  TUBE  - RFFRIGERATI ON 

URNS  -COFFEE 

VALVE-SHEAR  I NG 

VALVE-LINE  BLIND 

LAUNCHER  STAND-WEAPON  SYSTEM 

LAUNCHER  GUI CCS- WEAPON  SYSTEM 

TP  A I N ASSFMRL Y-WFAPGN  SYSTEM 

ELEVATION  ASSEMBLY-WEAPON  SYSTEM 

AMPL  IFIER. POWER  CRIVE-WEAPON  SYSTEM 

RAMMER-LOADER  ASSEMBLY-WEAPON  SYSTEM 

VALVE  AND  TRAP  MAMFCLO 

VALVE-SPECIAL  STOP  CHECK 

VAIVE-EICW  FUSE 

MAGAZINE-MAGNETIC  TAPE  OR  WIRE  (ELEX) 

MAGNETO-IGMTICN 

MANIFOLD-REFRIGERATION 

MOOULATORS.  DEMODULATORS.  AND  DISCRIMINATORS  (ELEX) 
METERS  (ELEX) 

MAGNETS  CR  MAGNETIC  FIELD  GENERATORS  (ELEX) 
MANOMETER-U  TUBE  AND  OTHER  TYPES 
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Mh  •>  I - . j 0 6 MARK  INC  MACHINE-LAUNDRY 

Ml  K-  MICROPHONES  (FLEX) 

MJ  85-030  MAST-HINGED 

MK  mK-  MISCELLANEOUS  KITS  (ELEX) 

ML  ml-  METEOROLOGICAL  DEVICES  (ELEX) 

MM  43-016  MEAT  SLICING  MACH-FLEC  t MANUAL  SEE  ALSO  FCCC  CUTTER 
MN  43-021  MEAT  TF NDF R I Z F R- EL ECT R I C 
MO  NOT  ASSIGNED 

MP  10-001  METER  — VCLUMETPIC  , POS  CISPL.FUEL  C I L . WT R , GAS . J P-5. AL  T 

MO  10-002  MFTFR-FLCWRATE  INDICATING.  FLOAT  TYPE  ROTAMETER 

•MR  10-003  MFTFR-INPELLER  TYPE  LICUID  VELOCITY 

MS  10-004  MET£R- VENT UR  I TYPE 

MT  MT-  MOUNTINGS  (FLFX1 

MU  MU-  MEMORY  UNITS  (ELEX) 

MV  4 1-042  MILLING  MACH  I NF-HOR I ZONTAL 

MW  41-043  MILLING  MACH  I N F- WOODWORK  I NG . VERTICAL.  RCRING 
MX  MX-  MISCELLANEOUS  ECUIPVENT  (ELEX) 

MY  4 1 - 0 3 S u! XER-L ICUI D . PORTABLE 

MZ  43-004  MIXING  MACHINE-ELECTRIC.  F-OOD  AND  FLUID 

MO  20-031  SFXTANT,  MARINE 

Ml  43-035  MOLDING  M ACH I N ES -MF AT , FISH 

M2  026  ANCHORING  AND  MOORING  APPLIANCES 

M3  41-003  MORTISFR-HDLLFW  CHISEL 

M4  17-023  MPTOR-AC/OC  0.25  HORSEPCWF.R  AND  SMALLER 

MS  31-030  SONAR  DCM=  WINDOW  SYSTEM 

M6  10-005  MFTER-FLCWRATE  INDICATING.  VANE  TYPE 

M7  l 7-0 0 1 MOTOP-AC  CR  DC 

Mt3  31-040  TENSION  INC,  D E V I C E-TCR  S I ON  BAR 

M9  E 32  MISCELLANEOUS  FLAG  ALLOWANCES.  OFFICE  MACHINES 
NA  32-021  CAP30NATCR  — SODA  FOUNTAIN 

NB  13-013  TRANSFC?VFRS-PEPAIRABLE  AND  NON-R E P A I R A ELE 
NC  32-C25  ICE  C R E A M FRFEZER 
NO  33-0C4  CM  I L L FR-W A T FR  . AIR  CONDITIONING 
NF  61-080  AMPL IF! FR-El FCTRONIC 

NF  5 2-0  C 5 TRANSMISSION-HYDRAULIC. FIXED  OR  VARIABLE  DELIVERY  SEE  ALSO  POWER  UNIT 
NG  69-011  TPANSMISSICN-MEC HANICAL 
N'H  2 7-0C5  TRANSMITTFR-MFCHANICAL 
NI  NOT  ASSIGNED 

NJ  27-0C6  TXMTD-LTC  LVL  AND/OR  FLOW . C AP . FL C A T . I NO . R AC  I C ACT . R E S AND  SONIC  TYPE 
NK  27-021  TPANSMITTER-L ICUID  LEVFL.  ELECTRICAL 
ML  28-024  TRANSMITTER-NAVIGATIONAL 

NM  61-055  TRANSMI TTER-TEMPERATURE  SEE  ALSO  INDICATOR  - T EMPFR ATU RE . E L EC  RESIST 

NN  27-CCl  TRANSMI TTPR/ INO! CATOR-ELECTRICAL  TRANSMITTER  TYPES 

NO  NOT  ASSIGNED 

NP  54-022  PRINTING  m ,\CH  I NE -BL  UE  PR  INT 

NO  85-043  STAND-MISSILE 

NR  68-192  VAL VF-PRESSURE  REGULATING.  HIGH  PRESSURE  AIR 

NS  STEEL  PLATE 

NT  88-193  VALVE-FLFW  CCNTRCL 

MU  88-201  VALVF-CPFICE 

NV  77-001  TRAP-STEAM  AND/OR  AIR 

NW  37-016  BFAR ING- JOURNAL.  “IVOTED  PAD/SHOE 

NX  38-021  INDICATING  S Y STE M-L I OU 1 0 LEVEL.  PNEUMATIC 

NY  41-002  BALANCING  MACHINE-DYNAMIC.  STATIC.  HORIZONTAL 

NZ  41-031  MACHINE-HOSE  ASSEMBLY.  REPAIR  AND  CUTOFF 

NO  93-004  NOZZLE-PRESSURE  FUEL  SERVICING 
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.u  024  NAVIGATION  EQUIPMENT  AND  ACCESSORIES 

N2  20-02/  NAVIGATION  F CO  I PME NT-PLOTT I NG  SYS  SEE  ALSO  PL  T G TABLE 
N 3 20-020  NAVIGATION  E CU  I PMF NT-DE AD  RECKONING  EQUIPMENT 
NO  2 8- 0 C l NAVIGATION  PLOTTING  8GAROS 
N5  28-011  NAVIGATIONAL  CLOCKS 
N6  31-041  OOOR-HI NGFO-HAND  0PF9ATE0 

N 7 64-CC1  NOZZLE-FIRE  HCS^  SEE  ALSO  DAMAGE  CONTROL  ACC 

N8  64-CC3  NOZ/.Lr"-MCNI  TCP  TYPE 

NO  64-004  NOZZLE- WATER  QUENCH 

OA  OA-  MISCELLANEOUS  GROUPS  (ELEX) 

OB  08-  MULTIPLEXER  ANO/CR  DEMULTIPLEXER  GROUPS  (ELEX) 

OC  OC-  OCEANOGRAPHIC  DEVICES  (ELEX) 

OD  00-  INDICATOR  GROUPS  IELEX/ORO) 

OF  OF-  ANTENNA  GROUPS  (ELEX) 

OF  OF-  ADAPTER  GROUPS  (FLEX) 

OG  OG-  AMPLIFIER  GRCUPS  (ELEX) 

OH  OH-  SIMULATOR  GROUPS  (ELEX) 

Cl  C-  OSCILLATORS  ( ELF  X ) 

OJ  OJ-  CONSOLES  ANC  CONSOLE  GRCUPS  (ELEX/CRC) 


OK  OK-  CONTROL  GRCUPS  (FLEX/ORO) 

OL  OL-  DATA  ANALYSIS  AND  DATA  PROCESSING  (ELEX) 

OM  OM-  MODJLATOR  ANC/TR  DEMODULATOR  GROUPS  (ELEX) 

ON  ON-  INTERCONNECTING  CROUPS  (ELC-X) 

00  NOT  ASSIGNED 

CP  QP-  POWER  SUP°LY  GRCUPS  (ELEX/CRD) 

00  00-  TF  ST  SET  GROUPS  IELFX) 

OR  OR-  RECFIVFR  GP.OUPS  (ELEX) 

05  OS-  OSCILLOSCOPE-TEST  (ELEX) 

OT  OT-  TRANSMITTER  GRCUPS  (ELEX) 

OU  OU-  CONVERTER  GRCUPS  (ELEX) 

OV  OV-  GENERATOR  GROUPS  (ELEX) 

OW  CW-  TERMINAL  GROUPS  (ELEX) 

OX  OX-  CODER.  DECODER.  INTERROGATOR.  TRANSPONDER  GROUPS  (ELEX) 

OY  OY-  RAOAP  SET  GRTUPS  (ELEX/ORO) 

OZ  OZ-  RADIO  SET  GRCUPS  (ELEX) 

CO  NOT  ASSIGNED 

01  99-A01  NR  - 1 SUGMFRSIPLE  RESEARCH  SHIP 

02  99-AC2  ATS-1.  2.  3 (UNITED  KINGDOM) 

03  59-A03  ORDNANCE  FIRE  CONTROL  SWITCHING  EQUIPMENT  (HMCE/ORD) 

04  99-AC4  DEEP  DIVING  SUBMERGENCE  SYSTEM 
C5  59-AC5  OCEANOGRAPHIC  COMPONENTS 

06  TRANSCEIVER  GROUPS 

07  SONAR  SET  GROUPS 

08  97-003  ANTENNA  SYSTEM-FLOATING  WIRE 

09  97-004  ANTENNA  S YSTF M-HEL I C AL . LOOP  OR  WHIP 
PA  50-033  PANEL-REMOTE  VALVE  OPERATING 

PB  88-203  VALVE-MIXING.  REFRIGERATION,  MR  CONDITIONING  ANO  COOLING 

PC  50-0CI  PANEL-FUSE 

PO  PO-  PRIME  DRIVERS  (ELEX) 

PE  50-0C5  PANEL-CCMMUN I CAT  ION 


* 
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CDC 

LA  PL 

?r 

PF  - 

PC 

r»G- 

PH 

PH- 

pi 

9 7- 

on 

pj 

50- 

010 

PK 

PK 

50- 

025 

PI 

PL- 

PM 

Al- 

G 72 

PN 

25- 

GOA 

PO 

PP 

PP- 

PO 

9 7- 

ooa 

PR 

9 7- 

coo 

PS 

50- 

CC9 

PT 

PT- 

PU 

PU- 

PV 

A 1- 

0 A 7 

PW 

A l- 

073 

PX 

BA  8 

PY 

Al- 

091 

P7. 

9 7- 

0 1 u 

PO 

11- 

009 

PI 

2 8- 

029 

P2 

B 36 

P 3 

2 7- 

Oil 

PA 

Al- 

093 

P5 

Al- 

C95 

P6 

Al- 

0 5 A 

P 7 

9 7- 

0C1 

Pfl 

1 1- 

001 

P9 

Al- 

008 

QA 

5A- 

CIO 

OB 

5 A- 

0C5 

CC 

5 A- 

0 C 8 

OD 

5 A- 

019 

OF 

5 A- 

025 

OF 

99- 

028 

OG 

5 A- 

C 1 7 

OH 

96- 

C 1 3 

01 

OJ 

6 l- 

117 

OK 

26- 

001 

OL 

26- 

002 

OM 

83- 

030 

ON 

6 A- 

007 

00 

OP 

89- 

002 

00 

55- 

0C2 

OR 

32- 

039 

OS 

8 3- 

03A 

OT 

6A- 

008 

ou 

8 3- 

0 A3 

ov 

01- 

038 

i l T T ING S-POL  £ (ELFX1 
PIGEON  APTIClES  ( F:  L H X ) 

PHOT  CCiR  A PH  I C ARTICLES  ( ELFX ) 

PERISCCPE-STACINETfP 

PANEL-POWER  D l S T R I BUT  I CN  AND/OR  CONTROL  (HM&E/ORD) 

PANEL-IN  DiC  A TIN  0>  ( H m l E / ORD  ) 

PANEL- I NDIC AT  INC  (HMSE/ORD) 

PLUG-IN  UNITS  (ELFX) 

PAPER  SHREDDING  MACHINE  SEE  ALSO  CFF  MACH  ACC 
PELORUS  STANC  SEE  ALSO  NAVIGATION  ECUIPMENT  ACC 

NOT  ASSIGNED 

PPWFR  SUPPl Y-NCNROTATING  MACHINE  TYPE  I ELEX  ) 

PERI  SCOPE-COLL I MATOR 

DEPLUMEPS.  FAIRINGS  AND  SUPPORTS  FCR  SUBMARINE  PERISCOPES  AND  MAST 
PANEL- ALAR M 

MAPPING  AND  PLOTTING  UNITS  (ELEX) 

POWFR  SUPPLY— PCTATING  (ELFX) 

CLEANING  vAEh  I NE -CLOCK  ANO  WATCH 

PINKING  MACHINE 

PIPING  S YS  TE  w HARDWARE 

PL  AN  ER-ME  T AL  CUTTING 

PER  I SCOPE-SEXTANT 

POWFR  SUPPL Y-AN/ SQS-2&  SONAR 

PLOTTING  TABLE,  m<  NC2  MODO.?  C 3 SEE  ALSC  NAVIG  EC  (HMCF/CRC) 

SANITATION  EQUIPMENT  AND  REPAIR  PARTS 
PNEUMATIC  TUB  F SYSTEMS-COMMUNICAT ICN 
POL  I SHFR-mh  TALLURGICAL 
POSI TIONER-WELOI ng 
POT-MFLTING.  FLFC 

PER  I SCOPF-SUqmar  [Mf 

POWER  SUPPLY-METALLIC  RECTIFIER  OR  SEN ICCNDUCTCR  OIODE  TYPE 

CLEANFR-STE Av  PRESSURE  JET 

PRINTING  MAr.Hl  NF-HEAT  DEVELOPING 

PRINTING  PPCSS-CFFSET 

PRINTING  PRESS-LETTER  PRESS 

PRINTING  PRESS-LETTER 

PRINTING  PRESS-PROOF 

PRODF  AND  CARR  IF R-FUFLNG  SEE  ALSO  FUEL  CIL  SYS  ACC 

PROCESSING  MACH1 NF-OLUE  PRINT 

PROCESSING  MACH  I XE-PHCTCGRAPH IC  FILM 

NOT  ASSIGNED 

PROGRAM  CONTROLLER 

PROJECTION  FCUI PMENT-MOTION  PICTURE 
PROJECTION  rCUIPMENT-STILL  PICTURE 
PROPELLER  ASSEMBLY-CONSTANT  PITCH 
RECHARGING  UNIT-C02  PUMPING  METHOD 
NOT  ASSIGNEO 

RFSCUF  CHAMBER  ANO  RECOMPRESSION  TANK 

REELING  MACHINE-HOSE 

REFRIGERATION  S Y STE M- ABSOR PT I ON 

PROP  FL  L ER  ASSFMBLY-CCNTROLLABLE  PITCH 

PROPORT IONER-FOAM  LIQ  SEE  ALSO  DAMAGE  CONTRl  ACC 

PROPULSION  DRIVE  UNIT-STERN 

PUMP  UNIT-PUMP  AND  ACCESSORIES  INSTAILEC  AS  A UNIT 
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CW 

88- 

213 

ox 

Cl- 

CIV 

OY 

32- 

023 

0 Z 

A 2- 

0C1 

OO 

8 3- 

231 

Cl 

01- 

01  7 

02 

80- 

2A5 

C3 

ea- 

2 A 8 

OA 

01- 

0C1 

05 

88- 

2A9 

06 

Al- 

0 A 0 

07 

88- 

251 

OB 

88- 

252 

09 

01- 

CIA 

PA 

56- 

CC7 

RB 

52- 

C29 

PC 

RC- 

PD 

PO- 

PE 

RE- 

RF 

RF- 

RG 

RG- 

RH 

16- 

0 13 

PI 

33  A 

RJ 

32- 

CO  7 

RK 

A6- 

010 

PL 

RL- 

PM 

A 1- 

03A 

RN 

55- 

0C3 

PO 

RO- 

RP 

o P- 

RO 

3 2- 

029 

PR 

RR- 

PS 

32- 

CGI 

PT 

RT- 

RU 

C 88 

PV 

R- 

RW 

A 2- 

0G2 

RX 

A2- 

007 

RY 

A 2- 

ICO 

RZ 

A2- 

101 

PO 

88- 

253 

R 1 

A 2- 

102 

R 2 

A2- 

1 C A 

P 3 

99- 

OCA 

R A 

Al- 

C 6 7 

R 5 

20- 

0C3 

R6 

20- 

0 0 A 

P 7 

A 1- 

1 0 A 

R 8 

20- 

CC1 

R9 

88- 

25A 

SA 

SA- 

SB 

sa- 

SC 

Al- 

112 

VALVE— OVCRFICW 

PUMP— CENTRIFUGAL  . POWER  DRIVEN 
RFFRI  GERA  TIC.’ MECHANICAL 

RFGULATCR-ELFCTRICAL  (EXCPT  ENGINE  GENERATOR) 

VALVE-CROSS 

PUMP-CENTRIFUGAL.  POW c R DRIVEN.  CLOSE-CCUPLEO  CR  COUPLING  DESIGN 

VALVE-0 T»=CT I CNAL  INTERLOCK 

VALVE-PILOT.  PNEUMATIC  CPERATED 

PUMP-CENTRIFUGAL.  BOILER  FEED 

VALVF-CONTROL  THERMAL 

CLEANING  MACHINE-ELECTRIC  AND  OILBURNING 
VALVE-LCW  PUMP  SECTION.  SAFETY  TRIP 
VAL VE-CCNTRCL  AIR 

PUMP-HAND  DRIVE.  OSCILLATING.  REC I PRCCAT I NG  CR  ROTARY 

RACK-READY  SERVICE 
RAM-HYDRAUL I C 
REFLS  (cLEX) 

RFCORDER/PEPPCDUCERS  I E L E X ) 

RELAY  ASSEMBLY  UMTS  (ELEX/CRD) 

RADIO  FREQUENCY  COMPONENTS  (ELEX) 

CABLES.  RE  BULK-(ELEX) 

PECO N DENSER  S Y ST ER-N I TR CGEN  AND  OXYGEN 
COMMISSARY  c CU I PMENT 
REFRIGERATION  PURGE  UNIT 

RFCORDEP-PNEUMAT IC  AND  ELECTRO- PNEUMATI C 
RFELING  MACHINES  (ELEX/ORD) 

CLEANING  MACHINE-TANK 
REFL-HOSE 

RcCnP  OER  S IELFX/CRO) 

REPRODUCERS  (FLEX) 

RrFI DERATED  TANK-FILM  PROCESSING 
RPFLECTCRS-EXC^PT  ANTENNA  REFLECTORS  (ELEX) 

REFRIGERATION  S Y STF M-meCH A N I C AL 
RECEIVER  8 TRANSMITTER  (ELEX) 

OAMAGF  CCNTROL  ECUIPUEN7  AND  ACCESSCRIES 
RECEIVERS  (FLEX) 

REGULATOR-ENGINE  GENERATOR.  BATTERY  CHR  G • ELECTROMECH 

REGULATOR-ENGINE  GENERATOR,  BATTERY  CHR G . ELEX 

RCGJLATCR-PRFSSURE 

REGULATOR-FLOW,  BOILER  FEED  WATER 

VALVE-LINEAR  CIRECTIONAL  CONTROL  WITH  ACTUATCR 

REGULATOR-FLOW,  FLOAT  CPERATED. OR  A IN/MAKE-UP  VLV 

REGULATOR-PRESSURE  OXYGEN  SERVICE 

RECFPTACLE  A S SE m BL  Y-C C2  ABSOR3ENT 

GRINDING  MACHINE-UTILITY 

RESI  STOP-VART  ABLE 

RESISTOR-FIXED 

REWINDING  AND  INSULATION  MACHINES 
RHEOSTAT 

VALVE-REGULATING,  COMPRESSED  GAS 
SWITCHING  UNITS  (ELEX) 

SWITCHBOAROS  (ELEX) 

SANOER-BELT,  OISK  ANO  SPINOLE 
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fap  feZ-OGB 

se  41-114 
SF  A l-  1 1 5 

SG  SG- 
SH  S- 
S!  54-016 
SJ  41-120 
SK  43-017 
SL  41-073 

SM  SM- 
SN  SN- 

so 

SP  83-C10 
SO  41-145 
SR  07-029 
SS  87-006 
ST  ST- 
SU  S'J- 
S V 67-010 
SW  41-080 
SX  83-017 
SY  41-119 
SZ  83-002 

50  43-023 

51  41-123 

52  41-096 

53  99-007 

54  85-014 

55  41-081 

56  391 

57  40-005 
Sfi  41-125 
S9  43-052 
T 4 TA- 
TS T8- 

TC  TC- 
TO  TO- 
TS 92-007 
TF  TF- 
TG  TG- 
TH  TH- 
T 1 61-107 
TJ  88-049 
TK  TK- 
Tl  TL- 
TM  88-250 
TN  TN- 
TQ 

TF  AN/  A 
TO  52-012 
TR  TR- 

TS  TS- 
TT  TT- 


SAN1TATICN  ECUIPMFNT  SCF  ALSO  TOILET-MARINE 

SAW-ABRASI Vc-OISC,  MASONRY 

SAW-PAND 

GfNERATCR-SIGNAL  (ELEX/ORO) 

SHELTER  (FLEX) 

COMPOSING  MACHINE- PHOTO  PRINTING 
SAW-  POWER  HACK 
SAW  BAND.  MEAT  CLTTING 
SAW  SETTING  MACHINE 

SIMULATORS  ( ELEX/CPD) 

SYNCHRONIZERS  (ELEX) 

NOT  ASSIGNED 

SEAL -SWIVEL  JOINT  TYPE 

SEALING  MACHINE-HEAT 

HEATPR-SPACE.  MULTI-FUEL  WITH  BLOWER 
SrLECTCR-S?"FD  SENSITIVITY 
STRAPS  (ELEX) 

OPTICAL  UNITS  (ELEX) 

SFWAGF  TPFATMFNT  SYSTEM-MULTI  TOILETS  CR  URINALS 

SEWING  MACHINE-HOUSEHOLD  ANO  INDUSTRIAL 

SHAFT-PRCPULSICN,  SHIP 

SAW-JIG,  WOOD  WORKING 

SF  AL—  STERN  TUBE  SHAFT 

SINK- SCULLERY 

SHAPER-METAL  CUTTING  AND  WOODWORKING 
BENDING  OR  FCLOING  MACHINE-MANUAL 
SHELL-MISSILE  TUBE 

SHOCK  ABSORBER-GAS,  CIL  OR  PNEUMATIC 
SHOE  FINISHING  AND  STITCHING  MACHINE 
SHOP  EQUIPMENT  AND  ACCESSORIES  ON  SHIPS 
SHUTTER 
STEVE-FCUNORY 

SIFTING  machINE-FLCUR.  ELECTRIC 
TELEPHONE  APPARATUS  (ELEX) 

TOWED  BOCY  (FLFX) 

TOWED  CABLE  (ELEX) 

TIMING  DEVICES  (ELEX) 

TANK-LIQUIO  STORAGE 
TRANSFCPMERS  (ELEX) 

POSITIONING  OEVICES-TILT  AND/OR  TRAIN  (ELEX) 

TELEGRAPH  APPARATUS  (ELEXI 
TP ANSDUCFR-mcTIONAL  PICKUP 
valve-maneuvering  and  THROTTLE 

TOOL  KITS  (ELEX) 

TOOLS  (ELEX) 

VALVE-MANUAL  RESET 
TUNING  UNITS  (ELEX) 

NOT  ASS  I GNEO 

INVISIBLE  LIGHT.  HEAT  RADIATION 
TANK-ACCUMULATCR.  HYDRAULIC 
TRANSDUCERS  (ELEX) 

TEST  AND  MEASURING  EOUIPMENT  NOT  OTHERWISE  CLASSIFIED  (ElEX/OROI 
TELETYPE  WRITER  AND  FACSIMILE  APPARATUS  (ELEX) 
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TU  52-C49  COMPFNSATCR-HYDR AUL  IC 
TV  TV-  TFSTTR-TU9E  (FLEX) 

TW  TW-  TAPF  UNITS-USED  FOR  OPERATIONAL  TEST  AND  CHECK  OUT  (ELEXJ 
TX  T-  TRANS^I TTFRS-ALL  TYRES  EXCEPT  TELFPHCNE  (ELEX) 

TY  31-0C6  TENSIONIN'*.  OE  V I C F-COUNTERWE  I GHT 
TZ  ',(>-002  TEST  EOUIPMFNT-ANALYZER 
TO  41-149  PUMP-AIRLESS  SPRAY  PAINT 

T 1 46-006  TEST  FIXTURES.  SETS.  STANDS  AND  CALIBRATORS.  ALL  TYPES 

T2  AX-150  CLEANER-VACUUM,  ELECTRIC 

T3  43-029  TOASTER-ELECTR  IC  . INTERMITTENT 

T A A 3- 0 30  MIXER  AND  TANK-FLUID  ELECTRIC 

T5  43-CS3  FOOD  CUTTER  AND  MI XER- ELECTRICAL 

T6  43-06 1 COMPAQ  T CR— TRASH 

T 7 46-013  TORSION  «e TER-PR CPUL S I CN  SHAFTING 
T9  49-010  FILTER-AIR,  ELECTROSTATIC 

T9  41-132  TEST  CQUIPMP NT-MISCELLANEOUS  (HMLE/CRC) 

UA  U-  CONNFC TORS- AUD 1 0 AND  PCWER  (ELEX) 

U3  C 35  LAUNDRY  EQUIPMENT  AND  ACCESSORIES 
UC  C 22  STEERING  GEAR,  EMERGENCY 
UD  C 2 1 HYDRAULIC  FILTER  UNIT,  PORTABLE 
UE  C 30  PORTABLE  CLEATS 

UF  C23  INDUSTRIAL  GASES  GENERATING.  HANDLING  ANO  STOWAGE 
UG  UG-  CONNECTORS-RF  (ELEX) 

UH  DIRECTOR-WEAPON  SYSTEM 

UI  NOT  ASSIGNED 

UJ  SB-014  VALVE-GAT".  HYDROCARBON  FUEL  SERVICE 
UK  99-019  CABLE  A SSc  mb  (.  Y-E  LE  CTR  I C AL 
UL  99-031  01 SorNSER-CHAFF 

UM  89-032  VALVE-REFRIGERATION  SHUT  OFF  3/4  IN  AND  LARGER 
UN  52-CCS  MISSILE  HANDLING  SYSTEM-HYDRAULIC 
UO  NOT  ASSIGNED 

UP  41-071  MAGNETIC  INSPECTION  UNIT  PORTABLE 
UO  50-0C3  PA  Nc  L- T E ST  ELECTRICAL 
UR  C27  CARGO  HANDLING  ACCESSORIES 
US  50-CC6  PANEL- INTERIOR  COMMUNICATION 
UT  50-0C3  PANEL-GYRO  OR  CEAD  RECKONING  CONTROL 
UU  86-0C4  SAFELIGHT-DARKROCM,  PHOTOGRAPHIC 
UV  29-023  PLOTTING  AND  TRACING  EQUIPMENT 
UW  55-0C4  REEL-CABLE 

UX  I9-OC2  RELAY-ELECTRICAL  SEE  ALSO  TEST  EQUIPMENT 
UY  55-0C1  REELING  MACHINE-CABLE 
UZ  46-003  RFCORDEP-FLECTRICAL  ANO  ELECTRONIC 
UO  41-118  SAW -CIRCULAR 

Ul  SHIELD  ASSEMBLY-WEAPON  SYSTEM 

U2  TRAIN  PCWEP  DRIVE  ASSEMBLY-WEAPON  SYSTEM 

U3  ELEVATION  POWER  CRIVF  ASSEMBLY-WEAPON  SYSTEM 

U4  TRAIN  TRANSMISSION  ASSEMBLY-WEAPON  SYSTEM 

U5  ELEVATION  TRANSMISSION  ASS EMBL Y-W E A PCN  SYSTEM 

U6  TRAIN  RECEIVER  R FGUL ATOR-WEAPON  SYSTEM 

U7  ELEVATION  RECEIVER  REGULATOR-WEAPON  SYSTEM 

U8  CONTROL  ASSEMBLY-WEAPON  SYSTEM 

U9  FUSE  SETTFR  ASSEMBLY-WEAPON  SYSTEM 

VA  E9-1C3  VALVE-BALANCING 
V8  88-149  VALVE-ANGLE 
VC  88-039  VALVE-ASTERN 
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VP 

B3R 

VE 

o 8- 

CCl 

VF 

VG 

88- 

G 3 8 

VH 

V- 

VI 

33- 

0 5 7 

VJ 

88- 

036 

VK 

88- 

1 7 5 

VL 

8 8- 

C 1 9 

VM 

88- 

1 71 

VN 

88- 

G26 

VO 

VP 

88- 

212 

VO 

ea- 

024 

V« 

88- 

013 

VS 

v s- 

VT 

88- 

L 24 

VU 

88- 

1 89 

VV 

88- 

071 

VW 

8 8- 

217 

VX 

88- 

073 

VY 

89- 

020 

V? 

88- 

025 

VO 

08- 

102 

VI 

69- 

1 76 

V2 

3 0- 

1 5 i 

V 3 

8 7- 

013 

VA 

80- 

152 

V5 

8 8- 

14  4 

V6 

88- 

216 

V 7 

8 8- 

01C 

V9 

88- 

1 66 

V9 

00- 

055 

WA 

91- 

001 

W3 

41- 

03b 

« C 

82- 

0C2 

wo 

WD- 

WE 

8 2- 

005 

WE 

WF- 

WG 

8 2- 

001 

WH 

82- 

004 

WI 

WJ 

82- 

CC7 

WK 

62- 

001 

WL 

6 2- 

002 

WM 

WM- 

WN 

62- 

004 

wd 

WP 

62- 

006 

wo 

62- 

CC  7 

WR 

4 1- 

C07 

WS 

WS- 

WT 

WT- 

WU 

6 3- 

CC3 

WV 

6 3- 

004 

ww 

31- 

025 

ENVIRONMrNTAL  CCNTROL  SYSTEM  SPARES  ANO  REPAIR  PARTS 

VALVE-BALL 

CONTRri, -LAUNCHER 

VALVE- BUTTERFLY 

VEHICLES-CARTS.  COLLIES.  VANS  U/W  ELECTRONIC  EQUIPMENT  (ELEX) 

VA  LVE-GLC3E 
VAL VF-C HECK 
VALVE- SpcC IAL 

VALVE-PILOT  and  line  pressure  operatec.  diaphragm  and  piston  types 

VALVE-RELAY  AIR.  DIAPHRAGM  AND  PISTCN  TYPES 
VALVf-E  XPANS I CN 

NOT  ASSIGNED 
VAL Vr-F  LQAT 

VALVE-FUEL  OIL  REGULATING 

VALVE  — GATE.  ALL  TYPES  EXCEFT  HYDR  CC A R EON  FUEL  SERVICE 

SIGNALING  ECU  I °MENT -VI SUAL  (ELEXi 

VALVE-LINEAR,  DIRECTIONAL  CONTROL 

VALVE- l NSTANTANECUS  HEATER 

VAL Vc-NEEOLE 

VALVE-PILOT  CCNTROL.  BELLOWS  ANO  SCLENOIQ  OPERATEC 

valve-plug 

VALVE-p»ESSURE  REGULATING.  STEAM  SERVICE 
VALVE-FLUSH 

VALVE-ROTARY.  DIRECTIONAL  CCNTROL 
VALVE-EXHAUST  ANC  RELIEF 
VALVE-FEEDWATER  REGULATING 
VALVE  - SEA.  UNDERWATER  LOG 
VALVE-MAIN  BALLAST 

VALVE— MANIFOLD  (EXCLUDES  VALVE  ANO  TRAP  MANIFOLDS) 

VALVF-SCLENCID 

VALVE-TEMPERATURE  REGULATING.  AUTOMATIC  OPERATION 

VALVE-HINGE  TYRE 

VALVE-y 

WASHING  MACHINE  - LAUNDRY 

Wc LO  T NG  ANO  BRAZING  MACHINE  - BAND  SAW  8LADE 
WELDING  MACH  IN'  - RESISTANCE 
CABLE.  2 CONDUCTOR.  NON-RE  ( FLEX ) 

WELDING  MACH-ARC  .ADJUST, CONST  VLTG  CP  CCNST  CURR  TRANSFCRER  RECTIFIER 
CABLE.  A CONDUCTOR.  NON-RE  (ELEX) 

WELDING  SET  - TUNGSTEN  ARC. INERT  GAS  SHELOEC.NCNCONSUMABLE  electroce 
welding  SET  - ARC. INERT  GAS  SHIELDED,  CONSUMABLE  ELECTRODE 

NOT  ASSIGNED 

WELDING  SET  - STUD,  ELECTRIC  ARC 
WINCH  - HAND  CPERATEO 
WINCH  - STEAM  CPERATEO 

CABLE.  MULTIPLE  CONDUCTOR.  NCIN-RF  (ELEX) 

WINCH  - ELECTRC  - HYORAULIC 
NOT  ASSIGNED 

WINCH  - ENGINE  DRIVEN.  GASOLINE  OR  CIESEL 
WINCH  - PNEUVATIC  DRIVE 
WINDING  MACHINE  COIL 

CABLE.  SINGLE  CONDUCTOR.  NON-RE  (ELEX) 

CABLE.  3 CCNOUCTCR.  NON-RF  (ELEX) 

WINDLASS  - ELECTRICAL  MFCHANICAL  SEE  ALSO  ANCHOR  HANDLING  ACCESSORIES 
WINDLASS  - HAND  CPERATED  SEE  ALSO  ANCHOR  HANDLING  ACCESSORIES 
WINDOW  - OBSERVATION,  OPTICAL.  POPTLIGHT 
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DC 
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wx 

99-OCl 

WY 

35-001 

WZ 

35-002 

wo 

Wl 

W2 

W3 

WA 

W5 

W6 

W7 

W8 

W9 

XA 

COO 

XB 

xr 

XD 

XE 

F3A 

XF 

C 36 

XG 

CAi 

XH 

C A3 

XI 

C38 

XJ 

CA7 

XK 

C 5 1 

XL 

C 58 

XM 

C 59 

XN 

XO 

XP 

CA8 

XQ 

C 6 1 

XR 

CIS 

XS 

XT 

C62 

XU 

C6A 

XV 

C65 

xw 

066 

XX 

C 6 7 

XY 

C 69 

XZ 

C 70 

XO 

C75 

XI 

X2 

X3 

XA 

X5 

X6 

C 77 

X7 

C 8 1 

X8 

C83 

X9 

C85 

YA 

5A-0C9 

YB 

60-006 

YC 

A6-CI1 

YO 

85-C36 

YE 

85-018 

WINOCW  - MON  ICINr, 

u: Ppp-Wl NDOw  PNLM,  RTY  OR  VERT  TYPE.  ELEC  OR  MNL  ( HM£ E /CRD ) 

WIPER  - WINDOW.  PENDULUM  TYPE.  PNEUMATIC 

FIRING  CUTOUT  ASSY-WEAPON  SYSTEM 

CARRIAGF  ASSEMBL  Y- WEAPON  SYSTEM 

STAND  ASSEMBLY-WEAPON  SYSTEM 

SLIDE  ASSEMBLY-WEAPON  SYSTEM 

RAMMER  ASSEMBLY-WEAPON  SYSTEM 

HOUSING  ASSEMPL Y-WEAPON  SYSTEM 

GUN  BAR  R FL  A S SEM eL Y-WF APON  SYSTEM 

GAS  EJECTOR  AS SE MBLY-WE APON  SYSTEM 

EMPTY  CASE  EJECTOR  ASSY-WEAPON  SYSTEM 

HOIST  ASSEMBLY-WFAPON  SYSTEM 

COMPRESSOR  GAS  TURBINE  REPAIR  PARTS 

BULKHEAD  S-STRL'CTLRAL 

CANVAS 

DECK  COVERINGS 

MISCELLANEOUS  FLAG  ALLOWANCES,  MESSING  GEAR 
SURVIVAL  EQUIPMENT 

LIFTING  AND  HANDLING  GEAR  MAIN  AND  AUXILIARY  MACHINERY 

TOOLS  AND  ACCESSORIES  MAIN  PROPULSION  SHAFTING 

ENVIRONMENTAL  CONTROL  SYSTEM  APPLIANCES 

PUMPS.  PORTABLE 

boiler  TOOLS  and  ACCESSORIES 

TOOLS  AND  ACCESSORIES  DISTILLING  PLANT 

TOCLS  AND  ACCESSORIES  REFRIGERATION  SYSTEM 

OOCR-NON  STRUCTURAL 

NOT  ASSIGNED 

HOSE  AND  MISCELLANEOUS  HGSE  FITTINGS 
TOOLS  AND  ACCESSORIES  GENERATORS 
R I GG  I NO, 

SHEATHING 

TOOLS  AND  ACCESSORIES  ELECTRIC  POWER  DISTRIBUTION 
LIGHT  EXTENSION 

PORTABLE  INTERIOR  COMMUNICATION  EQUIPMENT 

LIGHT  SIGNAL  PCRTABLF 

ELECTRICAL  AND  ELECTRONIC  HAND  TOOLS 

10  T C SU  P POR  T EQUIPMENT 

FLAGS  AND  PENNANTS 

ASRCIC/TCRPEDC/MINE  hanoling 

DECK 

DOME-SCNAR( STRUCT  AND  NON  STRUCT) 

BALLAST 
PLATFORM  DECK 
FLAT 

NBC  WARFARE  ECUIRm^mt 

MINESWEFPING  ECUIPMENT 

AIRCRAFT  HANCLING  AND  STOWAGE 

PROJECTION  FCU1PMENT  AND  ACCESSORIES 

TABLF-LITHCGRAPHIC  LAYOUT 

STEFRING  GEAR 

TR I TIUM  AIR  MON  I TOR 

TROLLEY  - MONORAIL  AND  SI-RAIL 

TRUCK/DOLLY/  ORACLE  ASSEMBLY  SEE  ALSC  CARGO  HNDL  ACCY  CHMCE/ORD) 
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< :dc 

LA  PL 

YF 

A 1 ,39 

• J 

A I - 1 AO 

YH 

0 5- 0 C l 

Y I 

YJ 

01-020 

Y< 

6 1-0A8 

YL 

82-0C3 

YM 

61-CC5 

YN 

32-006 

YD 

YP 

62-003 

YG 

63-001 

YR 

C5-0C6 

YS 

05-022 

YT 

05-028 

YU 

05-C29 

Y V 

05-025 

YW 

C5-C19 

YX 

05-C2A 

YY 

05-003 

y? 

85-C09 

YO 

C 12 

Y I 

53-002 

Y2 

63-002 

Y3 

C 37 

Y A 

C90 

Y 5 

C 9 3 

Y6 

AOO 

Y7 

Yfi 

C9A 

YD 

C 95 

ZA 

61-086 

ZB 

61-087 

ZC 

91-009 

ZD 

6I-A82 

ZE 

3 A- 00 1 

ZF 

3A-002 

ZG 

3A-0C3 

ZH 

3 A- 005 

Z I 

ZJ 

60-001 

ZK 

60-003 

ZL 

60-007 

ZM 

ZM- 

ZN 

60-008 

ZO 

Z p 

61-027 

ZO 

5A-020 

ZR 

6A-005 

Z s 

6 A- 0 1 A 

ZT 

C99 

zu 

6A-015 

zv 

039 

zw 

6 A- 0 1 6 

TUB  F A : 0 F LUC  CLEANER  - AIR  MOTOR  DRIVEN 
TURF  AN 0 FLUE  CtFANFR  - ELECTRIC  MCTCP  CRIVEN 
TUR8I  NF-S TEAW,  MAIN  PROPULSION 
NOT  ASS  I GNED 

CONTROL  PANEL-AUTOMATIC  OR  MANUAL 
ELECTRONICS  SUG- ASSE M8L  I ES 

WELDING  MACHINE  - ARC.  DRIVEN  BY  GAS  CR  OIESEL  INTERNAL  COMBUST  ENGIN 

INDUCTOR-VERM  ER 

WELDING  MACHINE  - ARC.  ELECTRIC  MOTCR  DRIVEN 

NOT  ASSIGNED 
WINCH  - ELECTRIC 

WINDLASS  - STEAM  DRIVEN  SEE  ALSO  ANCHOR  HANDLING  ACCESSORIES 

TURBINE-STEAM.  AUXILIARY 
TURBINE  - WATER  CRIVEN 

TURBINE  - GAS.  PROPULSION  AND  AUXILIARY  SERVICE  OVER  2000  HORSEPOWER 
TURBINE  - GAS.  PROPULSION  AND  AUX  SEPV  2000  HORSEPOWER  CR  UNDFR 
TURBINE  AND  FAN.  INTEGRAL  FORCED  DRAFT  AIR  SERVICE  FOR  MAIN  BOILER 
TURBINE  CONTROL  - PROPULSION 
TURBO/SLPFRC HARDER  - DIESEL  ENGINE 

TURNTABLE  - TROLLEY  OR  BALL  TYPE.  MANUAL  OR  POWER  CRIVEN 
TORPEDO  HANDLING  UNIT  (HMCE/ORO) 

HULL  FITTINGS.  LASHING  GEAR  AND  ACCESS  CLOSURES 
CAPSTAN— POWER  OPERATED.  ELECTRIC  OR  HYDRAULIC 

WINDLASS  - ELECTRIC  HYDRAULIC  SEE  ALSO  ANCHOR  HANDLING  ACCESSORIES 
TEST.  MEASURING  AND  INDICATING  EQUIPMENT 
RADIATION  MONITORING  AND  COUNTERMEASURES 
SHIP30ARC  FIREFIGHTING  AND  ACCESSORIES 

ORDNANCE  TOOLS  AND  ACCESSORIES  ( AEL/CRD  ) 
weldment 

SALVAGE  TOOLS  AND  EQUIPMENT 
DIVING  EQUIPMENT 
ST  AND.  CONTROL -STEER  I NO. 

STAND,  CONTROL  PROPULSION 
STARCH  COOKER-LAUNDRY 
VALVF  OPERATOR-HYDRAULIC  OPERATOR 
STARTER-ENGINE.  ELECTRICAL 
STARTER  — ENG 1NC.  HYDRAULIC 

STARTeR-ENG!NE.  DIRECT  COMBUSTION  AND/OR  GAS  TURBINE 
STARTER-ENGINE. A IR  MOTOR  OR  AIR  TURBINE  TYPE 
NOT  ASSIGNEO 

STEWING  GEAR-FLECTR0-HYDRAUL1C. MARINE. LINK, TILLER  TY  P 
STRNG  GEAR -ELEC  MC H . MR N . OR MCCBL / C BL LC D, GR £ 0 C . HND  OP  TY 
STEERING  GEAR-FLFCTOIC. STEER  MOTOR-CHAIN  DRIVE  TYPE 
IMPFDANCE  MEASURING  DEVICES  (ELEX) 

STEEPING  GEAR-EMERGENCY  SUBMERSIBLE  TYPE 
NOT  ASSIGNED 
STEERING  HEAC-GYROPILCT 
ST  I TCHE  R-BCCK  ANC  PAMPHLET 

STRAINER-PRESSURE. FIRE  HOSE  WITH  BALL  VALVE 
FIRE  EXTINGUISHING  SYSTEM-TWIN  AGENT 
TOOLS  AND  EOUIPMFNT  MISCELLANEOUS 
FIRE  EXTINGUISHING  UNIT-ORY  CHEMICAL 
OSR V RESCUE  CCNTROL  CENTER 
NOZZLE  ASSEMBLY-TWIN  AGENT 
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41-113  SAND  WU  L L c R 
75-0GL  STRA i N F R - S E 0 ! PENT 

MISCELLANEOUS  ITEMS  NOT  OTHERWISE  CCCEO 
E 24  MISCELLANEOUS  FLAG  ALLOWANCES.  NAVIGATION  INSTRUMENTS 

6 1-072  CCNTROL-HUMI 01  TY 
41-129  SURFACER— WOODWORKING 

85-027  SWAY  BRACE  ASSEMBLY-ELECTRIC  CHAIN  HOIST  ORIVE 
89-0C5  SWIMMERS  RECOVERY  SYSTEM 

E 36  MISCELLANEOUS  FLAG  ALLOWANCES.  VACUUM  CLEANER 

61-074  COMPUTER-SHIPBCARO 

E 95  MISCELLANEOUS  FLAG  ALLOWANCES,  PROJECTION  ECU  I PMENT 
61-389  BELLOWS  A S SFMBL Y-PR E S SURE  RELIEF 
NOT  ASSIGNED 
NOT  ASSIGNED 
NOT  ASSIGNED 
TELEMETERING  SETS 
NOT  ASSIGNED 
NOT  ASSIGNED 
NOT  ASSIGNED 
NOT  ASSIGNEO 
NOT  ASSIGNED 
NOT  ASSIGNED 
NOT  ASSIGNEO 
NOT  ASSIGNED 
NOT  ASSIGNEO 
NOT  ASSIGNEO 
NOT  ASSIGNED 
NOT  ASSIGNED 
NOT  ASSIGNED 
NOT  ASSIGNEO 

OR  OPOALTS  AND  ORDNANCE  MOOIF  ICAT  ICNS-CTt-ER  THAN  SWITCH80ARC 

RS  ORDALTS  ANC  ORDNANCE  MOD  IF  I C AT ICNS-SW IT CHBO A RO  ONLY 

NOT  ASSIGNEO 
NOT  ASSIGNED 
NOT  ASSIGNED 
NOT  ASSIGNEO 
NOT  ASSIGNED 
NOT  ASSIGNED 
NOT  ASSIGNED 

NLAPLW  NLAPLW-ITEM  LISTED  8Y  SPCC  AS  NOT  lapl  WORTHY 
INCOMP  INCOMP- ITEM  LISTED  3Y  SPCC  AS  INCOMPLETE 
06- CC l CC.MPPFSSCR-PECIPROCATING.  OTHER 
06-CC4  CCMPRFSSOR-CFNTP IFUGAL.  REFRIGERATION 
06- 2 C L COMOPFSSCR-RECIPROCATING.  AIR,  HIGH,  PRESSURE 
06-202  COMPRFSSCR-RECIPPCCATING,  AIR.  LOW.  PPESSURE 
06-2C3  COMPRESSOR-CENTRIFUGAL.  AIR.  LOW  PPESSURE 
C6-2C4  COMPRESSOR-ROTARY.  AIP,  LOW  PRESSURE 
C6-5CI  COMPRBSSCR-VAPCR  ROTARY 

AVIATION  ORDNANCE  EQUIPMENT 
04-001  CONDENSER-RFFRIGERATION,  WATER.  COOLEC 
VALVE-SCUPPER  (INCL.  DECK  DRAIN  VALVES) 

41-C04  BOOTH-SPRAYING 
39-005  CLUTCH-FRICTION 
B37  PROPANE  GAS  AND  CYLINDERS 
MACK 

14-007  FUSE  UNIT  ASS 
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C32 

10 

IP 
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003 

10 

01- 

C05 

IR 

A 3- 

C 5 7 

IS 

6 6- 

GC1 

IT 

Cl- 

013 

IU 

IV 

8 8- 

OOA 

1W 

IX 

52- 

01  A 

1Y 

5 7- 

0 C 3 

1Z 

10 

11 

C A — 

I CO 

12 

Cl- 

003 

13 

0 l- 

OCA 

1A 

Cl- 

006 

IS 

01- 

007 

16 

32- 

009 

17 

99- 

023 

IB 

6 l- 

03  C 

19 

C9- 

OCA 

2A 

2B 

39- 

0C8 

?C 

39- 

006 

2D 

BAA 

?c 

2F 

B50 

2G 

25- 

02A 

2H 

31- 

00  3 

21 

2J 

2K 

A 1- 

0 /A 

2L 

32- 

C3A 

?M 

A 1- 

C89 

2N 

8 3- 

037 

20 

2P 

52- 

0 A 7 

20 

39- 

OCl 

2R 

Al- 

075 

2S 

A 1- 

082 

2T 

A 1- 

035 

2U 

?V 

2 W 

2X 

2Y 

5 7- 

009 

GRINDING  MACHINE-UTILITY  (INCL  BUFFNG  CAPABILITY) 

HYPOCHLCR  INAT  ICN  UNIT 
NOT  ASSIGNED 

PUMP-FUFl.  all  TYPES  INCLUDING  ELFCTRIC  DRIVE  DESIGN 
punching  vach i ne-paper 

SYNCHRO-RECEIVER.  TRAN SMJTTER. RECEIVER. TP ANSMITTER 
MOTHP-AC/OC  pain  prop,  unlimited  hcrsepcwer 

FURNISHINGS  ANC  CUTFITTINGS 
NOT  ASSIGNED 

POWER  TAKE  CFF-ACCESSORY  DRIVE 
PUV.P-°QTARY,  PCWER  DRIVEN 
RINSER-SANITIZER 
SINK-PHOTOGRAPHIC  PROCESSING 

PUMPING  UNIT-CENTRIFUGAL.  POWER  DRIVFN.  AIRCRAFT  FUELING 

HEAD-SPRINKLER-FIRE  PROTECTION 

VALVE-SAFETY  RELIEF,  MAIN  PROPULSICN  BOILER 

NOT  ASSIGNED 

CYLINDER-ACTUATING  LINEAR  SEE  ALSO  JACK  AS S E VOL Y/S FCK  AB 

CRANF-ASROC  MISSILE 
NOT  ASSIGNED 
NOT  ASSIGNED 

CONDENSER-STEAM.  ALL  TYPES 

PUMP-CENTRIFUGAL.  MAIN  CONDENSER  CIRCULATING 

PUMP— ROTARY.  POWER  DRIVEN.  CAM  AND  PLUNGER  CESIGN 

PUMP-ROTARY,  POWER  DRIVEN,  IMPELLER  CESIGN  WITH  TIMING  GEARS 

PUmo_»^TARY,  POWER  DRIVEN.  EXTERNAL  GEAR  DESIGN 

CONDENSING  UN  I T-REF R I GFR AT  I CN 

CD.NNEC  TOR-ELFCTR  ICAL  SEE  BOX-ELECTRICAL 

CONSOLE-CONTROL  AND  POWER 

CONTROL-PA TTFRY  CHARGER 

LAUNCHING  SYSTEM  ( M I S S I L E/R OCK ET ) 

BOX-FLECTR ICAL  IHV£E/CRD) 

CLUTCH-MAGNC tic 

PROPELLER,  SPECIAL  TOOLS  AND  HANDLING  GEAR 
LAUNCHERS  1 MISSI LE/RCCKET) 

GOVERNOR  OVERSPEED  SPARES 

GYRO  COMPASS-ARMA  MK  7.8,9, 10,21.22.24, L 26 
HATCH  COVER 
NOT  ASSIGNED 
ANTI-ICING  SYSTEM 

punching,  shearing,  and  nibbling  machine-metal 

SFPARATCR-OIL.  REFRIGERANT 
MOTOR— PNEUMATIC 

oil  distribution  box  or  oil  injectcr  assembly 

NOT  ASSIGNED 

POWER  UNIT-HYDRAULIC 

CLUTCH-POSITIVE  CRIVE  AND  ROTATING  ELEMENT 

RIVFTING  MACHINE-ELECTRIC  OR  PNEUMATIC 

SKIVING  AND  BEVELING  M ACH I NF-SHOE . SOL E. H AND  OPERATED 

THREADING  MACHINE-PIPE  AND  BOLT  SEE  ALSO  SHOP  ACCE SSOR l E S- TOOL S X ECP 

MAGAZINES- WEAPON  SYSTEM 

GUN  MOUNTS 

NOT  ASSIGNED 

CASTING 

CRANE-ELECTRC  HYCRAULIC 
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CDC 
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21 

21-011 

20 

61-0C8 

21 

61-0C9 

22 

23 

61-015 

2A 

61-022 

25 

6 1- 02  A 

26 

61-026 

27 

61-CAO 

28 

6 I-06A 

29 

61-067 

3A 

3B 

80-001 

3C 

39-007 

30 

8 A 1 

3F 

3F 

3G 

25-028 

3H 

31 

3J 

21-018 

3K 

76-001 

3L 

93-009 

3M 

52-CA6 

3N 

01-018 

30 

3P 

61-091 

3Q 

01-009 

3R 

87-002 

3S 

32-020 

3T 

61-056 

3U 

858 

3 V 

16-016 

3W 

AN/  C 

3X 

C6-0C5 

3Y 

57-010 

3Z 

AN/  D 

30 

61-071 

31 

61-079 

32 

61-096 

33 

61-IC8 

3A 

61-110 

35 

61-A02 

36 

6 1- A A A 

37 

61-A81 

38 

87-OCA 

39 

61-019 

AA 

AN/  G 

AB 

AC 

39-013 

AD 

31-C19 

AE 

AN/  l 

AF 

AG 

25-039 

AH 

AN/  J 

AI 

SWITCH-FLOAT.  LICUID  level,  flow  detecting 
CONTROL- STEER  INC  SYSTEM 
CONTROL -MECHANICAL 
NOT  ASSIGNED 

CONTROL-NAVIGATIONAL  LIGHT 
CONTPCL-ACCUSTIC  device 
CONTROL-MECHANICAL  PUSH  PULL  STROKE 
CONTROL-ELECTRIC  light 
contpol-val VE  OPERATOR 
CONTROL -HUM I CITY 

CONTROL-REMOTE  TRANSMITTERS  and  receivers 

NOT  ASSIGNED 

OS AKE-EL ECTR  IC  .SHOE  CR  0 1 SC . SOLENO  I D 
CL UTCH-maGNFT  IC  PARTICLE 

PROPULSION  MAIN  CRIVE  DIESEL  ENGINE  ECU IPMENT  AND  ACCESSORIES 

NOT  ASSIGNED 

FRAME-STRUCTURAL 

GYRO  COMPASS-SPERRY  MK  U.  1A,  17,  18.  C 19 
NOT  ASSIGNED 
NOT  ASSIGNED 

SWITCHING  UNIT-PCWER  TRANSFER 
PURIFIER-CENTPIFLGAL 
SE  PAP  AT  CR  MCTSTURE 
MOTOR-HYDRAUL  IC 

PUMP-CENTRIFUGAL.  SINGLE  STAGE.  CL CS E-C CUPL E C.  NAVY  STD 

NOT  ASSIGNED 

POWER  UNIT-GYPC  PILOT 

PUMP-PCTARY.  POWER  DRIVEN.  VANE  OESIGN.  FIXED  CR  VAR  DELIVERY 
pnOMETER-UNDERwATER  LOG  SYSTEM 
SODA  FOUNTAIN 

THPUSTCS-MOTCR  CPI VEN, HYDRAULICALLY  CPEPATEC 
DISTILLING  PLANT  ACCESSORIES 

VAPORIZER  SYSTEM  - LIQUID  OXYGEN  CR  NITRCGEN 
CARRIER 

COMPRESSOR-RECIPROCATING,  REFRIG.  VERT  OPR . S EM I-HERM 
CRANE  STERN 
RADI  AC 

CONTROL-PHOTOELECTRIC  CELL 

CONTROL-CONSTANT  FREQUENCY 
CONTROL-TRANSMI SSION  REVERSING  MECHANISM 
CONTROL-PER  I SCOPE 
CONTROL-SENSOR.  DEPTH  ANO  TRIM 
CONTROL-FLAME  FAILURE 
CONTROL-GENERATOR.  COOLER  FEEDWATER 
CONTROL-SERVO.  CONTROLLABLE  PITCH  PROPELLERS 
CONTROL-UNDERWATER  LOG 

CONTROL  TRANSMITTER-PRESSURE  DIFFERENTIAL 

TELEGRAPH  OR  teletype 

6ULKHEA0-N0N STRUCTURAL 

CLUTCH-  ALL  CTHER  TYPES 

OOOR-MISSLE  TUBE 

INTERPHONE  AND  PUBLIC  ADDRESS 

FORGING 

GYRO  CO“PASS-SPERRY  MK  23  AND  27 
ELECTROMECHANICAL  OR  INERTIAL  WIRE  CCVEREO 
NOT  ASSIGNEO 
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AY 
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019 

AO 

61- 

075 

A I 

61- 

C62 

A2 

61- 

066 

A3 

61- 

089 

AA 

61- 

132 

AS 

61- 

251 

A6 

83- 

OAO 

AT 

15- 

002 

A8 

AN/ 

N 

A9 

AN/ 

P 

5 A 

AN/ 

0 

SB 

80- 

0C2 

SC 

A3- 

015 

50 

31- 

017 

5E 

AN/ 

R 

5F 

5G 

2 5- 

oca 

5H 

AN/ 

s 

51 

5 J 

22- 

002 

5K 

5L 

5M 

AN/ 

T 

5N 

28- 

0C9 

50 

5P 

Al- 

058 

50 

01- 

008 

SR 

P,2l 

5S 

AL- 

126 

5T 

5U 

AN/ 

V 

5V 

87- 

007 

5W 

AN/ 

W 

5X 

01- 

021 

5Y 

5 7- 

013 

51 

862 

50 

AN/ 

X 

51 

AN/ 

Y 

sw i t onboard- deg alss ing 
control-degaussing 

SERVC  GEAR  TRAIN 
MOTOR  GENERATOR 

OPERATING  MECHAN  ISM-DOCR.RAMP.STERNGATE  £ BRIDGE 
NOT  ASSIGNED 

PRESS-GRCMMET  ANC  EYELET 
TELEMETERING  (ELEX/OPO) 

RUDDER-  INCLUO  ING  STOCKS.  POSTS  AND  CARRIERS 

SOLDER  AND  CESCLCER  UMT-ELECTRIC 

TIMER 

COUNTER  vfASURES 

VEGETABLE  PEELING  MACHINE  - ELECTRIC 
METEOROLOGICAL 

CLOTHING  STANDARC  OUTEIT.  AIR  PURIFICATION  AND  lIEE  PRESERVERS 
CRANE-HEAVY  ECUIPMENT 

PUMP  CENTRIFUGAL,  power  driven,  peripheral  CESIGN 

CONTROL-STEERING  AND  DIVING  ASSEMBLY 

CONTROL-PNEUMATIC 

CONTROL-TELE. MCTOP  STEERING 

CONTR OL- SPLIT  PLANE 

control-feed  water  system 

CONTROL-  pre ssure. temp. level  and  flow 

CONTROL -CONTROLLABLE  PITCH  PROPELLER 
CONTRCLLER/STARTER,  AC 
SOUND  IN  AIR 
RADAR 

SONAR  AND  UNDERWATER  SOUND 
RPAK E-ELECTRIC.  MOTOR  CPEPATFO 
COR epp  MAKER 

DOOR-HINGED  TYPE.  POWER  OPFRATEO 
RADIO 

FOUNDATION 

GYRO  COMPASS  ECU IPMPNT-AMPL I F I ER-SYNCHRO  SIGNAL 
SPECIAL  TYPES  MAGNFTIC,  ETC..  CR  COMBINATIONS  OF  TYPES 
NOT  ASSIGNED 

SWITCHBOARD- INTERIOR  COMMUNICATION 
PLATFnR«-SFRVICE 
STRUCTURE-DECKHOUSE 
TELEPHONE  (WIRE) 

OPTICAL  NAVIGATIONAL  AIDS  ALSO  SEE  SPECIFIC  EOPMT 

NOT  ASSIGNED 

PPESS-HYDOAUL  IC.  MANUAL  CR  POWER  OPERATED 
PUMR-ROTARY.  POWER  DRIVEN,  INTERNAL  GEAR  DESIGN 
HYDRAULIC  SYSTEM  TOOLS  AND  REPAIR  PARTS 
SOLDERING  AND  BRAZING  OUTFIT.  ELECTRIC 

trunk-structural 

VISUAL  ANO  VISI8LE  LIGHT 
VENT,  AIR  - U/W  LOG  EOU I PMENT 

ARMA«ENT  (PECULIAR  TO  ARMAMENT,  NOT  OTHERWISE  COVEREO! 
PUMP-CENTRIFUGAL.  TURBINE  DRIVEN.  GASOLINE  SERVICE 
CP anf-gantry 

PORTABLE  STORAGE  BATTERIES  AND  POWER  DISTRIBUTION  ACCESSORIES 
FACSIMILE  OR  TELEVISION 
OATA  PROCESSING 
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52 

53 

54 

55 

56 

57  01-020 

58 

59 

6A  99-015 
68  0 1-026 
6C  54-023 
CD  31-0C8 

6E 

6F 

60  25-010 

6H 

61 

6J  22-004 

6K 

6L 

fcM  f 99 
6N  87-012 
60 

6?  41-100 

60 

69 

6S  61-046 
6T  43-026 
6U 

6V  31-020 
6W 

6X  816 
6Y  57-016 
6Z 

60  15-010 

61 

62  25-014 

63  01-022 

64  01-C23 

65  59-0C6 

66 

67  03-001 
69  01-026 
69  03-0C2 
7 A 

78  80-003 
7C  41-0C9 
7D  43-C54 
7E 
7F 

7G  25-011 

7H 

71 

7J  22-0C9 

7K 

7L 


AUTOMOTIVE  C C CN S TR UC T I ON  EQUIPMENT  ( INCl  ALL  COMMOOITY  CLASS  951 
Misc.  PARTS  LISTS  FOR  SHIPS  (INCL  ALL  APLS  STARTING  WITH  39000) 
MAINTENANCE  C PFPAIR  SHIP  EQUIPMENT  (INCL  ALL  COMMOOITY  CLASS  12) 
CHFMICAL  WARFARE  EOUIPMENT  (INCL  ALL  COMMOOITY  CLASS  47) 

SICK-8AY  EOUIPMFM  (IniCL  ALL  CCMMCCITY  CLASS  841 
PUMP-CENTPI FUGAL . POWER  DRIVEN.  HORIZONTAL.  SPLIT  CASE  OESIGN 
RIGGING  & RIGGING  GEAR  (INCL  ALL  COMMODITY  CLASS  90) 

CONSTRUCTION  EQUIPMENT  (INCL  ALL  COMMODITY  CLASS  96) 
ARRESTOR-ELECTRICAL 

PUMP-CENTRIFUGAL.  TURBINE  DRIVEN.  HCRIZCNTAL.  CLOSE-COUPLED 

COLLATOR 

DOOR -METAL  SLIDING 

SPECIAL  POWER  PLANT  EQUIPMENT  (INCL  ALL  COMMODITY  CLASS  98) 

NOT  ASSIGNED 

GYRO  COMPASS  EC L'IPMCNT— ALARMS- AUDIBLE  C VISIBLE 

NOT  ASSIGNED 

NOT  ASSIGNED 

SW I TCH30ARD-PPCPULSI CN 

PYROTECHNIC  ECU  I PMENT 

SEA  CHESTS 

MISCELLANEOUS  FLAG  ALLOWANCES.  FURNITURE  ANO  MISC.  EQUIPMENT 
OSCILLATOR  AND  A PPL  I E I ER-U/W  LOG  ECU  I PMENT 

NOT  ASSIGNED 

PRESS-ARBOR.  MANUAL  OPERATION 

NOT  ASSIGNED 

NOT  ASSIGNED 

SOLENOI C-CLECTRI C 

TOASTFR-fLECTRIC 

NOT  ASSIGNED 

VFNTILATCR  - DECK 

NOT  ASSIGNEO 

ACCESS  CLOSURES  OPERATING  SPARES 

CRANE-KINGPOST 

NOT  ASSIGNFO 

CONTROL! PR,  DC 

NOT  ASSIGNED 

CONVERTER-SIGNAL  DATA 

PUMP-CENTRIFUGAL  . POWER  DRIVEN.  FCR  COMMERCIAL  DISHWASHING  MACHINE 
PIJMP-CENTPIFUGAL.  POWER  DRIVFN,  SUBMARINE  TRIM  ANC  CRAIN  SERVICE 
CONVFYOR-POWER  OFERATED,  BELT  OR  VERTICAL  TRAY  TYPE 

NOT  ASSIGNED 

COOLER-FLUID,  SHELL/TUBE  CONSTRUCTION 

PUMPING  UNIT-CENTRIFUGAL.  ELECTRIC  MOTOR  DRIVEN.  FOR  STEAM  SYSTEMS 

COOLER-FLUID,  TYPE  B 

APPENOAGES-SHELL 

BP ake-pnfumatic 

COLLECTOR  UNIT-DUST 

DOUGH  INTERMEDIATE  PROOFING  MACHINES 
NOT  ASSIGNEO 
NOT  ASSIGNEO 

GYRO  COMPASS  EOU I PMENT-CAB I NET-GYRO  t GUID  COMP  STOR 

NOT  ASSIGNED 

NOT  ASSIGNED 

SWITCHBOARD-ALARM 

NOT  ASSIGNED 

STANCHIONS 
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7M 

51- 

u C6 

7N 

4 1- 

090 

70 

7P 

44- 

008 

70 

7R 

7S 

81- 

OCl 

7T 

7 U 

7 V 

61- 

054 

7W 

7X 

7 Y 

41- 

D 3 9 

7 Z 

21- 

023 

70 

03- 

0 0 3 

71 

03- 

0C4 

72 

C 3- 

0C6 

73 

03- 

0 1 1 

74 

03- 

015 

75 

32- 

Cll 

76 

32- 

010 

77 

46- 

0C5 

78 

76 

51- 

001 

BA 

BB 

8 C- 

CC4 

8C 

28- 

012 

8D 

4 3- 

018 

8E 

8F 

8G 

25- 

021 

8H 

81 

BJ 

2 2- 

013 

8K 

8L 

8 78 

8M 

86- 

014 

8N 

43- 

019 

80 

8P 

29- 

003 

80 

01- 

002 

8R 

8S 

25- 

017 

8T 

6 7- 

009 

eu 

8V 

26- 

004 

8W 

8X 

8Y 

02- 

004 

8Z 

21- 

0C6 

80 

01- 

032 

81 

7 8- 

OCl 

82 

01- 

C 3 4 

83 

84 

01- 

035 

85 

01- 

036 

Mi  IUNT-R  F S l L l E NT 

OV F N- THE  RM  AL  DRY  i NG • ELECTRIC 

NOT  ASSIGNED 

PR  F S SURE  REDUCING  ST6TICN 

NOT  ASSIGNED 

NOT  ASSIGMFO 

SOOT  FLOWERS 

TORPEDO  TUBE  ASSEMBLY 

NOT  ASSIGNED 

VERTICAL  REFERENCE 

NOT  ASSIGNED 

NOT  ASSIGNED 

CUT-OFF  VACHI  NE-ABRASIVE  DISK.  MFTAL  CUTTING 
SWITCH- PRESSURE  ANO/CR  THERMOSTATIC 
COOLER-FLUID. ENGINE  JACKET  WATER  HULL  MCUNTEC 
COOLER.  FLO  SMPL  WTR  TYPE  I SHL/CL  DSN.  TYP  II  DB  T6 
COOLFR,  AIR 

COOLER-FLUID.  RADIATOR  ENGINE  COOLANT 
COOLER-AMI, NF 
COOLER-AIR  EICW  LNIT 

COOLING  COIL-AIR,  DUCT  TYPE  AND  GRAVITY  TYPE 
COUNTERS  AND  TOTALIZERS 
MOT  ASSIGNED 

COUPLING -FLEXIBLE.  SCUND  ISOLATION 
NOT  ASSIGNED 
=0  AK  E-MANUAL 

CCMPASS  COMPENSATING  EQUIPMENT 
DOUGH  MIXING  MACHINES 
NOT  ASSIGNFD 
NOT  ASSIGNSO 

GYRO  COMPASS  ECU  IPMENT-RELAY  TRANSMITTER 

NOT  ASSIGNEC 

NOT  ASSIGNED 

SW I TCHBOARD-PCWFR 

NOT  ASSIGNED 

AMMUNITION  HANDLING  AND  STOWAGE 
MOUNT-FILM  SLIDE.  PHOTOGRAPHIC 

RANGES  AND  OVENS-OIL  BURNING-SEE  ALSC  GALLEY  ECPMT 
NOT  ASSIGNED 

PRIMER-ENGINE  STARTING.  ETHEP  INJECTION 

PUMP-REC I orcC ATI NG.  DIRECT  ACTING  ANC  PCwER  DRIVEN 

NOT  ASSIGNED 

STABILIZER- GYRC 

TOILET-MARINE 

NOT  ASSIGNED 

VIEWER  - STILL  PICTURE 

NOT  ASSIGNED 

NOT  ASSIGNED 

BO IL ER-AUXIL I ARY  , HP  STEAM,  OIL  FIRED 
SWI TCHES-GENERAL 

PUMP  UNIT-CENTRIFUGAL.  POWER  ORIVEN,  PORTABLE  l S EL F-CONT A I NEO ) 

COUPLING-FLEXIBLE.  SHAFT 

PUMPING  UNIT-HYDRAULIC.  AIR  ORIVEN 

NOT  ASSIGNED 

PUMP-CENTRIFUGAL.  PWR  DRIVEN.  (MULTI-STAGE)  VERT  DEEPWELL  TURB  OESIGf 
PUMP-JET,  MAIN  PROPULSION 


CDC  LA PL 


86  CI-C37 

87  78-004 

88  02-002 

89  02-003 
9A 

SR  80-0C5 
SC 

SO  43-032 

SF 

SF 

SO  41-066 

SH 

91 

9 J 22-021 

9K 

91 

9M  79- OC 1 
9N 

90 

9P  86-0C2 

90 

9R 

9S  31-C29 
9T  C25 
9lJ 

9 V 86-006 

9W 

9X 

9Y  54-013 
9Z 

90 

91  R20 

92  78-011 

93  79-0C9 

94  78-012 

95  78-013 

96  93-C19 

97  5 7-0 C 1 

98  57-0C2 

99  57-0C3 


PUMP-REC  IPROCATING.  AIR  DRIVEN.  MISCELLANEOUS  SERVICE 
COUP!  INC-FLEX.  SFFT.  AUXILIARY  SERVICE 
RO ILER-AUXI L l ARY,  HP  STEAM,  WATER  TueE 
BOILER-AUXILIARY.  HP  STEAM,  HORIZONTAL  FIRE  TUBE 
NOT  ASSIGNED 
BR AKE-HYORAUL  IC 
COMP  AR  T MEN T 

COUCH  PROCESSING  MACHINE-POWER  AND  MANUAL 

NOT  ASSIGNED 
NOT  ASSIGNED 

GRINDING  MACHINE-TOOLS  L CUTTERS 
NOT  ASSIGNED 
NOT  ASSIGNED 

SwtTCHBPARD-STATIC  GROUP  CONTROL 
NOV  ASSIGNED 
SMALL  ARMS 
MUFFLER 

GRATINGS.  FLOOR  PLATES 
NOT  ASSIGNED 
PR  I NTFR- PHOTOGRAPHIC 
NOT  ASSIGNFD 
NOT  ASSIGNED 

STAB IL I ZFR-ACT  IV  F I N . R ETRCTBLE  £ NCNRETRCT8LE 

TOWING  GEAR 
NOT  ASSIGNED 

VIEWER  PRINTER  - MICROFILM 
NOT  ASSIGNFD 
NOT  ASSIGNFD 

CUTTF  R-PAPFR • GUILLOTINE 
NOT  ASSIGNED 
NOT  ASSIGNED 

WINCHES  AND  CAPSTANS  REPAIR  PARTS 
COUPLING-RIGID,  SHAFT 
COUPL ING-HYDP AUL  IC 
CDIJPL  I NG-CLAMP  PIPE 
COUPLING-ELECTRIC  INDUCTION 

COUPL ING-HOSF.Mr SC  SEE  ALSO  UNDWAY  REPLEN  ACC 
CPANE-BRIDGF  CR  CVERHEAD  TRAVELING 
CRANE-QUARTER 
CRANF-J  19 

1 
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